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SECTION I 



LIST OF CURRENT PUBLICATIONS AND CHANGES 

Putllcatlons classified COHFIHEBTIAL or SECEEa' are identified by the sjTiibols 
[C] or [S] , respectively, preceding the mulber. In some cases the title 
of a classified publication Is Itself classified. In such Instances, the 
title is not given in the numerical lists, and such publications are not 
indexed la section III. 

The symbol [0] preceding the jiumber indicates that the publication Is class- 
ified FOB OEFICIAL USE OBLY (AB 38O-I) . 

The symbol [B] denotes a publication classified SBSIBldSSD - SECUBPTY ISSOS- 
MATIQH prior to I5 December I953, vhose status Is still under review (DA 
Clr 127, 1953). 

CQHFIDSNIIAL and SECRET publications are distributed only to Interested head- 
quarters and to individuals on a need-to-knov basis. These publications 
must be safeguarded in accordance uith AB 38O-?. 

The star (*) indicates material not previously listed. 



1. FIELD MANUALS (FM). 



NO. 



TITLE 



DATE 



2- 6 

3- 5 

3-6 

3-20 
3-25 
3-30 
3-50 

3-60 
3-65 
•3-66 

3-70 
3-80 



Crew drill, liRht anttsred car m8. 30 Deo U3 
CHIMICAI. 

Charaeterlstles and eopl'^yoent nf ground chemical munitions. 1 May 1*6 

changes 1 

Employment and eharacterlstlce of air chemical munitions. 1 Oct 1*6 
Changes 1, 2 

Chemical mortar battalion tactics and technique. Ih Aug 51 

* Chemical laboratory. 2 Mar 

* Chemical processing conpany. 29 Apr 5^ 
Smoke-screening operations. 2o May 51 

Changes 1 

Chemical maintenance con^iany. 7 Sep 51 

Chemical depot company. 28 Sec 51 

Chemical base depot con^any. 11 Jul hp 

* Chemical decontamination con^ny, 25 Jun 5* 

* Chemical group (field army or comminicatlons zone) and chem- 28 Jul ^ 

ical battalion. 



COAST ASmLEEY 

l*-5 Coast artillery tactics. 20 Jun W 

Changes 1 

4-10 Gunnery. 80 May W 

Changes 1 

U-15 Fire control and position finding. 5 Nov 1*3 

Changes 1 2 

k-20 Firing preparations, safety precautions, care and service 22 H>r M* 

of materiel. 
Changes 1, 2 

1(-21» Service of the piece; 155-om gun Ml. 16 Aug 1*3 

Changes 1 

•lt-91 Service of the piece; 90-mm gun Ml on 90-mm mount M3. 26 Sep UU 

U-l£6 Service of the piece; 90-mm antiaircraft gim on MlAl mount. 25 Oct 43 

Changes 1, 2, 3, 4 



5-5 


* Engineer troop units. >' 


13 May 51* 


5-6 


Operations of Engineer field tmits. 


23 Apr 1*3 




Changes 1, 2, 3, k, 5, 6 


1* Nov 53 


5-9 


Elementary bridging. 


5-10 


Routes of communications. 


18 Aug 1*8 


5-15 


Field fortifications. 


17 Aug 1*9 


5-20 


Camouflage, basic principles. 


9 Feb 1*1* 


5-20A 


Camouflage of individuals and Infantry veapons. 


9 Feb 1*1* 


5-2QB 


Camouflage of vehicles. 


2 Apr 1*U 


5-20C 


Camouflage of bivouacs, command posts, supply points, and 


1 May 1*1* 




medical installations. 




5-200 


Camouflage of field artillery. 


9 Feb 1*1* 


5-SOE 


Camouflage of aircraft on the ground and alrdrooas. 


1 Jun 1*1* 


5-20F 


Camouflage of antiaircraft artillery. 


1 May 1*1* 


5 -200 


Camouflage of rear areas and fixed fortifications. 


Sec 1*1* 


5-20E 


Camouflage materials and manufacturing techniques. 


1 Jul 1*1* 


5-25 


E^cplosives and demolitions. 


12 May 1*5 




Changes 1 


23 May 1*9 


5-32 


Land mine varfare. 




Changes 1 


30 Aug 1*7 


5-3* 


Engineer field data. 


5-35 


Engineers' reference and logistical data. 


1* Sep 52 


5-132 


Engineer combat battalion, divisional. 


25 Jan 52 


5-13'* 


ir The armored engineer battalion. 


2 Mar 51* 



riELD AHTILLEEY 

6-20 Artillery tactics and technique. 22 Oct 53 

6-1*0 Field artillery gunnery. 6 Jan 50 
Changes 1, 2, 3 

6-55 l*.5-lnch multiple rocket launcher M21, towed. 16 Dec 53 

6.fk * lOS-mm howitzer M2A1 on motor carriage M7B1 and Jr?B2. 12 Mar 5!* 

•no stocks — do not requisition. 
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FIELD MANUALS 



NO. 



TITLE 



DATE 



FIELD AKCIHERY— Continued 

6-75 105-om honiteer M2 Berles , towed . 7 Au8 52 

6-76 105-iimi howitzer * on motor carriage M37. 6 Oct 52 

6-81 Service of the piece; Vj-j-am howitzer Ml. truck-arawi and '^^ 
tractor -drawn . 

6-82 155-inm howitzer Ml on motor carriage Ml|l. 14 Oct 53 

6-87 155-inm gun M2j on motor carriage mO, and 8-lnch h«iwl&er_ _ ^ Jun 53_ 

M2, on motor carriage MU3, 

6-90 155-iim gun le, 8-lnch howitzer M2, towod. 28 Apr 53. 

6-95 ♦ 8-lnch gun Ml and '2ltO-mi howitzer Hi towed . _ .15 Mar 56" 

6-96 * 280-inm gun TI31 on carriage T72. 9 Jul 5I* 

6-101 ' The Field Artillery battalion. „. ._29 Jan 
Changes 1 

6-110 Pack artillery. 15 Aug 1*7 

6-120 The Field Artillery observation battalion and batteries. 5 Jul 51 

6-125 ftualfioatlon teste for speclallete. Field ArtiUex?, _10 Aug 50 

Changes 1 

6-135 Adjustment of artillery fire by the confbat soldier. Ih Jul 50 

6-11*0 The Field Artillery battery. .9.M"' 50 



Ler^ 



Changss 1 
TSFKSTBi 

7-10 Elfle conrpany. Infantry reglnent. 3 Oct U9_ 
Changes 1, 2, 3 

7-15 Heavy weapons company. Infantry regiment. 10 Aug It9_ 
Chuigss 1 

7-17 The Anured Infantry conpaox and battalion. 23 % 
Changes 1 

7-20 Infantry battalion. " 17 Mar 50 
Changes 1, 2, 3 

7-21* Communication in Infantry and Airborne divisions. 12 Oct 50 

7-25 Headquarters company. Infantry regiment. 21 Aug 50 

* Changes 1, 2, 3, U 

7-30 *. Service and medical companies, Infantry regiment. 21 Apr pk 

7-35 T&Tik company, Infantry regiment. 20 Jun 49 
Changes 1, 2 

7-37 • Heavy mortar con?)any. Infantry regiment. 20 Jul 1*9 

Changes 1, 2 ^ . z_ 

7- 1*0 Infantry reslment. " 11 JIan 50 

Changes 1, 2 , 3 

MEDICAL 

8- 5 Medical Department units of a theater of operations. 3I Hajr <*5 
3-10 Medical service, theater of qpeiatlona. 22 (far 51_ 

Changes 1, 2, 3 

8-25 Medical service In Joint oversea operations. 28 Mar 1|0 

8-35 Transportation of the sick and wounded. 28 Feb 1*5 

8-50' Bandaging and splinting. I5 Jan kk 
Changes 1, 2, 3, 1* 

8- 55 Keferenee data. 5 Mar 1*1 

QRnSANCE 

9- 5 Ordnance service in the field. 11 Jul U2 

Chanaes 1, '2, 3, ^, 5, 6 

9-6 Ordnance amunltion service in the field. 25 Ifay 51 

9-10 Ordnance maintenance and general siipply in the field. I5 Aug ^1 

9- 1*0 Explosive ordnance reconnaissance and disposal. 26 Mar ^3. 

eUABTEIMASIER 

10- 2 Headquarters and headquarters coir;pany, (Quartermaster groi^. 3 Sep 52 
10-6 Quarteniaster seirviee ccmpany. 11 Ja" *6 

Chanass 1 

10-7 QuartemaEter organization and operation in divisions. . 10 Oct 51 

10-10 Quartermaster service in theater of operations. 10 Nov i7 

Changes 1 

10-11 Quartermaster pack company. 22 Oct 52 
10-12 quartermaster parts' company. 28 Hov 51 
10-13 Quartermaster reference data. I5 Aug 50 
10-11* Quartermaster bakery conpaoy, mobile . 11 Oct §0 
6haages 2, 3 
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FIELD MANUALS 



NO. 



TITLE 



DATE 



QUARTSRtVVSTXE!— Continued 

10-15 Quartemiaster sales company, mobile. 19 Jul 50 

10-16 Quartermaster laundry company, semlmobile. 6 Jun 5O 
Changes 1, a, 3 

10-17 Quartermaster organization and service in army and coitps. 1^ Fet 52 

IO-I8 Quartermaster salvage company. 2k May 5I 

IO-I9 Quartermaster subsistence supply ccmpany. 9 Apr 5I 

10-22 Quartermaster clotbing and general Eupplies depot company, 12 Jul 50 

10-23 Quartermaster reclamation and maintenance coii$any> semi- 12 Feb % 
mobile. 

IO-2I4- Quartermaster refrigeration company, mobile. 13 Mar 52 

10-25 Quartermaster bath company, semlmobile. 2 Nov 51 

10-29 Quartermaster graves registration company. 28 May 52 

IO-3O Quartermaster subsistence depot company, 10 Oct 5I 

10-37 Quartermaster petroleum depot company. lU Jan 52 

flO-38 Quartermaster base depot supply and sales company. 5 Jul U5 

10-52 * Headquarters and headquarters cooipany, Quartermaster depot. ?6 Feb 54 

10-53 Headquarters and headquarters detachment. Quartermaster 22 Jun 50 
battalion. 

10-60 Supply of subsistence in a theater of operation. 10 Jul 5I 

IO-63 Handling of deceased personnel in theaters of operations, lU Oct 52 

10-77 Quartemiaster petroleum supply company, mobile, 22iJ'an 5I 



11-20 



11-22 
tC]»ll-35 
■ ll-W 
•11 -SO 

11-130 



SIGNAL 

Organizations and operations in the corps, any, theater of 

operations, and GHQ. 

Changes 1 

Signal operations in the corps and army. 
[Classified] 
* Signal photography. 
Signal pigeon company. 
Signal heavy construction battalion. 



11 Hot 1*0 



15 Jan 1*'^ 
2 Sep 1*2 
27 Apr 54 

12 Sep hk 
Jun Us 



12-50 
16-5 



ASJtTFiUIT 
The ■ 



CEAPLAn 
The Chaplain, 



20 Jul 1*6 



31 Jan 52 



17-12 Tank gunnery. 30 Hov 50 
Changes 1, 2 

17-15 Combat practice firing, Armored units. I3 Apr h'} 

17-22 Reconnaissance platoon and reconnaissance company. 1 May 50 
Chaagsa 1 

17-27 m.mm mortar squad and platoon. 30 Jul K2 

17-32 Tank platoon and tank company. 7 Mar 50 
Changes 2 , 3 

17-33 Tank battalion. 22 Sep U9 
Changes 1, 2, 3 

I7-3U Amphibious tank and tractor battalions. 1 Jun 50 

* Changes 1, 2, 3 

17-35 Beconnaissanee battalion, Armored division. 1 Mar 51 
Changes 1 

17-1*5 The Armored Engineer battalion, 15 Jun 1*1* 

17-50 Logistics, Armored division, 12 Jan 51 
17-67 Crev drill, service of the piece, and stowige, medium tank, 20 Oct 1*9 
MltA3, 

17-70 Signal conmunlcation in the Annored division. 3 MiJ 50 

17-71 Crew drill for half-track vehicles. Armored Infantry. 3I Jan 1*5 
I7.7U Crew drill, service of the piece, and stowage, medium tanks, 1 Nov 4$ 

M26 and Ml*5 . 

17-75 Crew drill, service of the piece, and stowage, light tank, 2 Nov 1*9 
M2l*. 

17-76 Crew drill and service of the piece, medium tank Ml* series 15 Sep 1*1* 
(105 -mm howitzer), 

17-77 Crew drill, Armored Infantry vehicle, full-track M75. 16 Deo 53 



■No stocks--do not requisition. 
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FrELD MANUALS 



NO. 



TITLE 



DATE 



AEMQRED — Cont Inued 

17-95 The Armored Cavalry regiment and the AnuDred Cavalry recon- 7 Sep 51 

naleaance Ibattallon, 
Changes 1, 2 

17-100 Armored division and combat command. 1 Dec 

Changes 1, 2, 3 



TAHK DESEROYKK 
18-16 Crew drill, 76-mm gun motor carriage HI8. 

18-18 Crew drill, gun motor carriage M36. 



23 Oct W 
20 Dec ItU 



MILITABr POLICE 



19-5 


Military police. 


lU Sep 50 




Changes 1, 2 
Military police in towns and cities. 




19-10 


2 Jan U5 




Changes 1 


19-15 


Civil disturbances. 


2k Apr 52 


19-20 


Criminal investigation. 
Changes 1 


17 Jul 51 


19-25 


Military police traffic control. 

Changes 1 


1 Jun 50 


19-30 


Physical secLa*itv of military and Industrial installations. 


h Sep 52 


19-50 


Handling prisoners of war. 


3 Kov 52 


19-90 


The Provost Marshal. 


15 Aug 53 



20-15 
20-100 



21-5 
21-6 
21-8 

21-10 

21-11 
21-13 

21-15 
21-18 

21-20 

21-22 
21-25 

21-26 

21-30 

21-31 
21-35 

21-UO 
21-Ul 

21-60 
21-75 

21-80 

21-105 

21-150 



GEKEHAL 
Tents and tent pitching. 

Changes 1, 2, 3 
Army aviation. 

Changes 1 

INDIVIDUAL SOLDIEB 
Military training. 

* Techniques of military instruction. 
Military training aids. 

Changes 1 
Military sanitation. 

Changes 1^ 2 

* First aid for soldiers. 
The soldier's guide. 

* Changes 1 

Individual clothing and equipment. 

Changes 1^ 2, 3 
Foot marches . 

* Changes 1, 2 
Physical training. 

Changes 1, 2 
Survival at sea. 

Elementary map and aerial photograph reading. 

Changes 1, 2, 3 
Advanced map and aerial photograph reading. 

Changes 1^ 2 
Military symbols. 

Topographic symbols . 
Field service poclcetboolc; sketching. 
Changes 1, 2 
ir Defense against CBR attack. 

Soldier's manual for defense against CBR attack. 

* Changes 1 
Visual signals. 

Combat training of the individual soldier, and patrolling. 

* Changes 1, 2, 3 

* Recognition training. 
Engineer soldier's handbook. 

* Hand-to-hand combat. 



Zk Feb 45 
25 Feb 52 



12 Sep 50 

19 May 55 

29 Sep 50 

5 Jul 55 

8 Mar 3k 
2k Jun 52 

30 Apr 55 

lU Jul 50 

30 Nov 50 

1 Jun 50 
15 Aug 

23 Dec kk 

28 Jun 51 
It Jan 52 

1 Jun 39 

17 Aug 54 
21 Apr 53 

15 Apr 53 

20 Oct 50 

5 Aug -jk 

2 Jun 1*3 
15 Jun 55 



22-5 

22-10 

22-100 



tEADERSHEP, CODHIESY, AMD DRILL 
Drill and ceremonies. 
Leadership. 

Command and leadership for the small unit leader. 



30 Jun 53 
6 Mar 51 
26 Feb 53 
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FIELD MANUALS 



NO. 



TITLE 



DATE 



BASIC WEAPMS 

23-5 U. S. rifle, caliber .3O, Ml. 2 Oct 51 

23-6 U. S. rifle, caliber .3O, MI917. 28 Oct 43 

23-7 Carbine, caliber .30. Ml. MlAl. M2, and M3. 9 Jan 58 

Changes 1 

23-10 U. S. rifle, caliber .30, M1903. 30 Sep l^3 

23-15 BrownlnK automatic lifle, caliber .30, M1918A2. 9 Jul 51 

* Changes 2 

23-25 Bayonet. 22 Jun 53 

23-30 Hand and rifle Rrenades. 1'* Apr h9 

* . Changes 4, 5 

23-32 Rocket launchers. l"* "ov 1*9 

Changes 2, 3 

23-35 Pistols and revolvers. 26 Feb 53 

* Chances 1 

23-40 Thompson submachine gun, caliber .45, MI928AI. 3I Deo 41 

Changes 1, 2, 3, 4 

23-Ul Submchlne gun, caliber M> M3 and M3A1. 10 Aug 1*9 

Changes 1 

23-55 Brovnlng machine guns, caliber .30, M1917A1, M1919A4, and 30 Jul 1*5 

MI919A6. 

Changes 1, 2, 3 

23-65 Browning machine gun, caliber .50 HB, M2. 13 Nov 44 

Changes 1, 2, 3, 4, 5 

23.-70 37-im gun, antitank, M3. 28 Nov 42 

Changes 1, 2, 3 

23-75 57-™ gun Ml. 15 Jun 44 

23-80 57-mm rifle miikl. 17 Oct 52 

* Changes i 

23-Bl 75-ttit rifle V£Q. 6 Nov 52 

23-85 60 -m mortar MI9. 29 Nov 50 

Changes 1 . 2 

23-90 Sl-imii mortar HL and M29. 13 Apr 5I 

Changes 1, 2, 3, 4 

23-91 81-imii mortar ocunted in half-track carrier. 29 Aug 44 

23-92 4.2-lnch mortar M2. 3 Apr 51 

* Changes 1, 2, 3, 4 



24-5 

[:] Z'.-lC 

24-17 
24-18 

24- 20 

25- 5 

25-6 
25-7 

25- 10 

26- 5 



COMMUHICATION TECHNIfBffiS 
Signal communications. 

Changes 1 
[01as3lfleil] 

Changes 1. 2, 3 
Communication center operation. 
Field radio techniques. 

Changes 1 
Field vire technique. 

TKAHSPORTATION (MOTOP MD ANMAL) 
Animal transport . 

Changes 1, 2, 3, 4 
Dog transpoi'tation. 
Pack transportation. 

Change s 1 
Motor transportation, operations. 

IMCEHIOE GUAED BUTY 
Interior guard duty. 
Changes 1 



29 Aug 50 

17 Jan 50 

20 Sep 49 
19 Dec 49 

4 Oct 4e 

15 Jun 39 

19 Aug 44 
25 Aug 44 

11 Feb 53 
25 Mar 52 



MHITAEY LAW 

27-5 United States Army and Navy Manual of Civil Affairs/Military l4 Oct 47 

Government , 

27-10 Eules of land warfare. 1 Oct 40 

Change s 1 



WELFARE, KB3EEATI0H AND MORALE 
28-IO5 The Special Service company. 

MILITARY INTELLIGENCE 
IC] 30-5 [Classified] 

Changes 1 



5 Jan 44 
12 Fob 51 
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NO. 



FIELD MANUALS 



TITLE 



DATE 



MILITARY INTEXLIGEHCE—Continued 
30-15 Examination of personnel and docunente. 

Changes 1 
[C] 30-16 tClaaeifledl 

''^^ 30-2T Ee^lation^''for civilian operations analysts, scientific 

consultants, and technical obserrers accompanying TJ. S. 
Amy forces in the field. 

tC] 30-30 [Classified] 

Supplements 1, 2, 3, h 

30-UO Recognition pictorial manual on armored vehicles. 

3O-IOI The maneuver enemy. 

30-102 Handbook on Aggressor military forces. 

3O-IO3 Aggressor order of battle. 

30- 10'+ Aggressor representation, 

* Changes 1 

SPECIAL QPKRATIOHS 
[0] 31-5 [Classified] „ 

31- 15 Operations against airborne attack, guerilla action and in- 

filtration. 

31-20 Operations against guerilla forces. 

[0] 31-21 [Classified] 

31-25 Desert operations. 

Changs s 2, 3 
31-35 Air-ground operations. 

31-50 Combat in fortified areas and tovns. 

31-60 River-crossing operations. 

31-70 Basic Arctic manual. 

Changes 1 

31-71 Operations in the Arctic. 

Changes 1 

31-72 Administration in the Arctic. 

Changes 1 

31-73 Skiing and snowsnoeing. 

PSTCHOLOOICAL WARFARE 
33-5 Psychological warfare in coisbat operations. 

WMEB'S AEMY CORPS 
35-20 Physical training {VAC). 



27 Sep 51 

29 Jun 53 
17 Jun 52 
31 Aug H 



May h9 

22 Oct 51 
lit Jan 53 
21 Mar 51 
21 Ifay 51 
19 Feb 53 



13 Nov Ul* 
T Jan 53 

1 Feb 51 
5 Oct 51 
Ik Mar 42 

13 Aug 46 
24 Jul 52 
13 Aug 52 

26 Oct 51 

26 Oct 51 
26 Oct 51 
8 fey 52 

26 Aug kg 

15 Jul 43 



38-1 



PACKAGING AND SHIPPING OF MATERIEL 
* IiOglstics--supply management. 



27 Aug 54 



41-15 



MILITABY GOVERHMeiin' 

* Civil Affairs/Military Government unite. 



26 Mar 54 



ANTIAIRCEAPT ARTTT.T.TBY 

44-1 Antiaircraft Artillery employment. 16 Apr 52 

* Changes 1 

44-2 Antiaircraft Artillery automatic weapons . 24 Aug 50 

Changes 1 

44-4 Antiaircraft Artillery guns. 20 Nov 50 

Changes 1, 2 

44-8 Antiaircraft operations room and Antiaircraft Artillery In- 10 Aug 44 

telllgence service. 

44-19 Examinations for antiaircraft artillerymen. 25 Sep 51 

44-20 Mounted formations and Inspections. 1 May 5I 

44-27 Service of the piece; 90-mm AA gun, M2 series. 25 Jan 5I 

44-28 Service of the piece ; 120-mm AA gun . 25 Jan 5I 

44-33 Service of AA fire control system T33. 23 Nov 5I 

44-36 Service of antiaircraft directors, M4 and If?. 16 Oct 44 

44-38 Service of the M9 and MIO type antiaircraft directors. l4 Aug 52 

44-44 Service of radio set SCR-584. I7 Oct 49 

44-45 Service of radio set SCH-784. 12 Oct 49 

Changes 1, 2 

44-57 Service of the piece; multiple caliber .50 machine-gun 7 Sep 5I 

motor carriage MI6 and multiple caliber .50 machine- 
gun trailer mount M55. 
Changs s 1 
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FIELD MANUALS 



NO. 



TITLE 



DATE 



ANTIAIECEAFI ABTILISRI— Continued 

!iU-58 Service of the piece; 3T-mi fire unit. 20 Jun kk 

Service of the piece; multiple gun motor carriages M15 and l6 Sep kk 
M15A1. 

Changes 1^ 2 

kk-60 Service of the piece; kO-ma fire unit. 5 Feb 45 

Changes 1^ 2 

kh-6l Self-propelled twin liO-mn gun Tll,l. _ 6 Apr 53 

kk-bS Service of the piece; tvin UO-mm gun motor carriage M19- 5 Sep U7 

kk-69 Service of the piece; 75-™ AA gun mount 169 Skyeveeper. 21 Hov 5I 

ltlt-75 Sendee of the antiaircraft searohllght. Ik Mar U5 

kk-n Service of radar set AN/TPL 1. Ik Apr 45 
Changes 1 

PUBLIC IHTOEMATIOH 

45-25 ★ Field press censorship. 13 Aug 54 

THAHSPOETATION 

55-6 Military transportation service in thea-er of operations. 27 Dec 45 

55-7 Transportation service in the continental United States. 30 Jun 52 

55-10 Movement control in theaters of operation. I8 Sep 51 

^^.25 Ports in theaters of operations . 24 Sep 52 

55-26 Transportation inland vaterways service. 3I Mar 53 

55-35 Transportation truck and car companies. 7 Apr §2 

55-50 Military railroads and the military railway service. 27 Mar 44 

55-55 Ballvay-operatlng battalion. 4 Feb 44 

55-56 Operation of railroads; operating rules. 15 Dec 50 

55-60 Ballvay shop battalion. 25 Jan 44 

55-110 Transportation port companies military stevedoring. 5 Nov 52 

55-130 The harbor craft company. 8 Mar 51 

55-150 Aj^iblan truck conpany. 15 Sep 44 
Changes 1, 2 

AJRBOBHE 

57-20 Airborne techniques for divisional units. 23 Jan 52 

57-30 Airborne operations. 21 Jan 52 

AMPHIBIOUS 

60-5 Amphibious operations battalion in assault landings. 21 Feb 51 

[C] 60-10 r Classified) l3 Jan 52 

60-25 Employment of the amphibious support brigade. 8 Jan 52 

60-30 Amphibious operations ; embarkation and ship loading (unit 6 Sep 52 

loading officer). 

16 Sep 47 
12 Jul 54 

15 Aug 49 

12 Sep 49 

22 Jul 48 
28 Jun 50 

21 Jul 43 
9 Hov 51 

STAFF OFFICERS 

101-1 The 01 manual. 19 Jul 51 

101-5 Staff organization and procedure. 13 Jul 50 
Changes 1, 2, 3 

[0] 101-10 Staff officers' field manual, organization technical, and 6 Jul 53 
logistical data. 

[C] 101-51 [Classified] 1 Jul 53 





MDUMTAIIf AHD WIKTSS 


70-10 


Moiuitain operations. 




JUNGLE 


72-20 


•k Jungle operations. 




FIELD aKHVlOE REGDLATICIIS 


100-5 


Operations . 




Changes 1 


100-10 


Administration . 




Changes 1 


100-11 


Signal communications doctrine. 


100-15 


Larger units. 




Changes 1 


100-20 


Command ana employment of air pover 


(ol 100-31 


[Classified] 
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FIELD MANUALS 



NO. 



TITLE 



DATE 



MAKEOVER COHTEOL 
105-5 tbneuver control. 

JOIHT ACTION AEMED FORCES 
110-5 Joint action; Armed Forces. 

* Changes it, 5, 6 
[Cl UO-10 [Claealfled] 

* Changes 1, 2, 3, 5 



24 Nov 52 

19 Sep 51 
It Jun 52 



2. RESERVE OFFICERS' TRAINING CORPS MANUALS (ROTCM). 



NO. 



TITLE 



DATE 



1^*5-10 -k Organization 0^ the Army and ROTC . 

145-20 * American military history. 

1^5-30 ♦ Individual weapons and marksmanship. 

1U5-UI *. Crew-aerved weapons and gunnery I. 

145-42 * Crew-served weapons and gunnery II. 

145-50 *,.Map and aerial photograph reading. 

145-60 * Small unit tactics including communications. 

145-70 * Branches of the Army. 

145-80 * Logi-stles. 

145-90 ■* Operations. 

145-95 * Military adminiEtra-.ion . 

145-100 -k Service orientition. 



30 Jun 54 

7 Jun 54 
5 May 54 

18 Jun 54 

18 Jun 54 

19 May 54 
25 May 5l^ 
22 Jul 54 

8 Jul 54 
2 Jul 54 

13 Aug 54 

2 Jul 54 



3. TRAINING CIRCULARS (TO. 



NO. 



TITLE 



DATE 



1950 



1 
11 
19 

1951 

7 
9 
12 

16 
17 

18 
19 
20 
22 
23 
26 
27 
28 

29 
30 
31 

32 
35 
37 
[S] 39 



Army training policies. 
Transportation truck battalion. 
Transportation helicopter company (Army}. 



Ctnvalescent center, army, 
rield hospital. 

Training in military Justice matters. 
Administrative and service teams. 
Medical Eiupply, optical, and maintenance teams. 
Motor ambulance and veterinar? service. 
Professional eervlces. 
Miscellaneous medical service teams. 
Training in the Geneva conventions of 1949. 
Coordination of fire st^port. 
Qi^rtermaster aerial supply company. 
Physical training. 

The Antiaircraft Operations Center and Antiaircraft 

Artillery Information Service. 
Veterinary general hospital, communications zone. 
Preventive medicine company. 
Medical general laboratory. 
Hospital train. 

Station hospitals, communications zone. 
General hospitals, communications zone. 
[Classified] 



27 Feb 50 
11 SeP 50 
29 Dec 50 



26 Mar •il 
30 Mar 51 
16 Apr 51 

25 Jun 51 
16 Jul 51 
16 Jul 51 

16 Jul 51 
19 Jul 51 

26 Jul 51 
3 Aug 51 

30 Aug 51 

31 Aug 51 
12 Sep 51 

15 Oct 53 
15 Oct 51 
15 Oct 51 

17 Oct 51 
26 Oct 51 
19 Hov 51 
28 Hov 51 
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TRAINiNG CIRCULARS 



NO. 



TITLE 



DATE 



1952 



3 
k 
5 
6 

7 
8 

13 
Ik 
16 

18 
19 

20 

22 

23 
25 
26 
27 

28 

29 

30 
31 
32 
33 
3't 
35 
36 



Physical training. 

Organization and ec^loyment of the 260 -mm gun battalion. 
Antipersonnel mine Ml4 (T-19Ba). 
Standard loethod of patrol reports. 

Basic tactical principles for employment of lie^t anti- 
aircraft artlllerjr guns In atr defense. 
Engineer units in a field axms. 
Professional services. 
Fuze, mine, m603 (T17E2). 
Battle Indoctrination. 

Emplo^nt of the 280-iiim gun battalion in atomic fire sup- 
port. 

Use of gliders in airborne operations. 

Zeroing small arms and the snlperseope by field -expedient 

methods . 
Sniper doctrine. 

Ground assistance to helicopter operations (for coimandars 

of small units). 
The C-82A monorail aerial delivery system. 
Band training, advanced individual phase. 
Medical depot, conmiunicatioQa zone. 

Fire control and gunnery of the 75-nmi AA gun (Skysweeper) 

with gun mount T-69- 
ESiploynent of the Field Artillery battalion, it.5-lnch 

rocket. 

En^loyment of 60-ineh searchlle}>ts for battlefield illumina- 
tion. 

Battlefield Illumination. 
BeoollleflB rifle platoon. 
Helicopter ambulance serrlea. 
Combined arms units in atonic warfare. 
Land mine warfare. 

Adjutant General machine records unit. 
Tank gunnery, 90-mm gun tank, (ftT. 



9 Jajj 52 
11 Jan 52 
l4 Jan 52 
18 Feb 52 

20 Feb 52 

21 Feb 52 
25 Feb 52 
20 Nfar 52 

28 Mar 52 
1 Apr 52 

30 Apr 52 

1 May 52 

2 May 52 
27 May 52 

29 May 52 
l6 Jun 52 
23 Jun 52 
1 Aug 52 

25 Jul 52 

1 Aug 52 

20 Aug 52 
l» Sep 52 

29 Sep 52 
5 Hov 52 
11* Hov 52 
2U Sec 52 
29 Dec 52 



to] 



1953 

1 
2 
3 

I 

7 
8 
9 

tS] 10 

rsi 11 

12 
13 
lU 

15 
16 

17 
18 
19 
20 

21 

22 

[0] 23 
2U 
25 

26 

27 



Besclsslon [of Training Circulars], 

Comnand responsibilities— Tlie Individual soldier's load. 

Mbbile army surgical hospital. 

[Olaaslfled] 

Replacement units. 

Badar set AD/TFS-ll). 

[Classified] 

Coordination of fire siQiport. 

[Classified] 
[Claasifled] 

Using masking tape on parachutist's equipment. 
Military aspects of psychological warfare. 
COBfbat fomations. 

Aerial delivery of the parachutist's combat load. 
Basic tactical principles for employment of light antiair- 
craft artillery (75-mm) guns in air defense. 
Battle indoctrination. 
Tank gunnery, go-mo gun tank, ^^^7. 

Qualification courses for the 105-mm recoilless rifle, H27. 
Bq>loyiiisnt of the radar set AN/MPQ-10 and the azimith-eieva- 

tlon-range recot^der SD-^h/TP. 
Familiarization with the fighting coimsartment and conduct 

of fire of the 90-mm gun tank, Ml*o. 
The portable flame thrower (principles of sa^loyment and 

tactical use). 
[Classified] 

Vehicle and bridge classification system. 
Safety precautions for guided missile and heavy rocket 
training. 

Antipersonnel nine MI6 and coiibination fuze H605. 

Night firing of HI rifle without artificial illumination. 



Xh Jan 53 

15 Jan 53 
6 Feb 53 
6 Mar 53 

14 Apr 53 
8 May 53 
22 May 53 
25 May 53 
2 May 53 

B Jun 53 
l£ Jun 53 
20 J\a 53 
22 Jul 53 

29 Jul 53 
8 Sep 53 

17 Sep 53 
2 Oct 53 

6 Oct 53 

19 Oct 53 

20 Oct 53 

21 Oct 53 
10 Hov 53 

16 Hov 53 

22 Deo 53 
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TR/UNING aRCULARS 



NO. 



TITLE 



DATE 



195"* 








[S] 3 


* 


[S] 1* 


* 


[Si 5 




[S] 6 


* 


T 


-* 


8 




9 


* 


[S] 10 


* 


11 


* 


[C] 12 


* 




* 


11 


* 


15 


* 


16 


* 


17 


* 


■ 18 


* 


19 


*. 


20 


*" 


21 


* 



Eeaolaalon [of Training Circulars]. 

Organization and en^ployiiient of the Field Artillery battery, 
762 -mm rocket. 

Entployment of the Field Artillery battery, ^6^-Jm rocket. 

In atomic fire si^ort. 
En^loyment of the Field Artlllei? mlaalle 1)attalion, COBFO- 

BAL, in atomic firs eiq>port. 
[ClasBlfied] 

Route and road classification system. 

T-10 troop parachute. 

Barrier plans and denial operations. 

[Classified] 

Velocity determination and gun grov^ing for antiaircraft 

artillery. 
[Clasalfledl 

Wearing of the protective mask in radioactive contamination. 
TC Army avla-tion maintenance units in a field army 
Organization for Army aviation vithln division,, corps, and 
army. 

CBR training for FOR qualifications. 
Transportation heavy boat cancan;. 
Graphical firing table (OT) fan. 
Personnel drops from C-l^lt airplane. 
Land mine varfare. 



20 


Jan 3k 


11 


Feb 5^ 


12 


Feb 54 


25 


Har 5U 


25 


mr 5>» 


26 


Mir ^ 


1 


Apr ^ 


2 


Apr 5't 


13 


Apr ^ 


3 


Ifey 1^ 


3 


May 5lt 


17 


May 5'^ 


!I 


May 5^ 




Jun ^ 


16 


Jun ^ 


22 


Jun 5U 


30 


Jun 54 


21 


Jul 


3 


Aug 54 


17 


Aiig 5|t 


25 


Aug 5* 



4. ARMY TRAINING PROGRAMS AND MOBILIZATION TRAINING PROGRAMS (ATP & MTP) 

Training programs dated before 1 January 1949 are desi{ipated Mobilization Training 
Programs (HTP); those dated thereafter. Army Training Programs (ATP). 



NO. 



TITLE 



DATE CHANGES DIST. 



3-1 



3-201 
3-202 
3-203 
3-204 
3-205 
3-206 
3-207 
3-208 

3-301 

3-308 



3-309 



5-110 

5-200 
5-201 
5-202 



5-205 
5-210 
5-211 
5-220 
5-221 
5-224 



Mobilization training program for Chemical Warfavs Service 
enlisted personnel of the Amy Service Forces. 
Changes 1 

Army training program for Chemical sm5ke generator company. 
Array training program for Chemical depot company . 
Army training program for Chemical maintenance company. 
Army training program for Chemical decontamination company. 
Aray training program for Chemical processing coqpany 
Army training program for Chemical service organization. 
Army training program for Chemical laboratory. 
Amy training program for Chemical depotr company (communica- 
tions zone). 

* Army training program for headquarters and headquarters de- 

tachment. Chemical smoke generator battalion. 

* Army training program for headquarters and headquarters de- 

taehnsnt. Chemical battalion, army or conomicatlons' 
zone. 

* Army training program for headquarters and headquarters de- 

tachment. Chemical group, field army or comiminicatlons 
zone. 

4r Advanced individual Etagiseer program (6 weeks) for general 
Engineer replacements. 

* Army training program for Engineer dump truck con^iany. 

* Army training program for engineer light equipment company. 

* Army training program for Engineer panel bridge oonpany; 

Engineer float bridge company; Engineer ponton bridge 
cojjiany. 

Army training program for Engineer heavy equipment company. 
Army training program for Engineer pipeline company. 
Army training program for Engineer port construction coinpany. 
Army training program for Engineer field" maintenance company. 
Army training program for Engineer depot maintenance company. 
Army training program for Engineer supply point company. 



15 Apr 45 

30 Mar 5I* 
9 Apr 5"* 

31 Mar 5'* 
26 H&r 54 

8 Apr 5^ 
6 Apr S"* 
31 Mar 5'^ 

1 Apr 5^ 

6 Apr 54 
8 Apr 54 

2 Apr 54 

4 Feb 54 

l4 Apr 54 
1 Apr 54 
13 Apr 54 



12 Apr 54 
8 Apr 54 

10 l*iy 54 
4 May 54 
4 May 5I1 
7 May 54 
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ARMY TiiAiNING PROGRAMS AND MOBILIZATION TRAIKING PROGRAMS 



NO. 



TITLE 



DATE 



5-225 
5-227 
5-229 
5-230 

5-232 

5-233 

5-23't 

5-235 

5-236 

5-237 

5-238 

5-2*0 

5-21H 
5-242 

5-2't3 
5-2UU 
5-2U5 

5-250 
5-300 

5-301 
5-302 
5-303 
5-312 
5-313 
5-323 

5-3'tO 

5- 383 

6- 300 
6-301 

IE] 6-302 
(C] 6-303 

6- 30lt 

7- 200 
7-201 
7-202 
7-203 

7-205 
7-206 

7-300 



* Army training program for Engineer water supply company. 5 Apr 5* 

* Army training program for Engineer parts depot company. 7 May 5** 

* Army training program for Engineer forestry company. 15 Apr 5* 
■k- Army training program for ' headquarters and headquarters com- 1 Jul 5* 

pany. Engineer aviation hrlgads. 

* Anv training program for headquarters and headquarters com- l4 May 5** 

pear, inglnear brigada. 

* Army training program for headquarters and headquarters com- 19 Apr 54 

pany. Engineer aviation group. 

* Army training program for headquarters and headquarters com- 9 kpr 54 

pany, Engineer coiibat groiqj. 

* Army training program for headquarters and headquarters com- 28 Apr 54 

pany, Engineer construction grov^. 

* Ariny training program for headquarters and headquarters com- 14 Jun 5't 

pany. Engineer maintenance and supply group. 

* Army training program for headquarters and headquarters de- 18 May 5'* 

t&chment, Engineer base topographic battalion. 

* Anty training program for Headquarters and headquarters de- I3 May 

tachment. Engineer depot battalion and Engineer depot 
cou^any. 

* Army training program for Engineer topographic company, 30 Apr 54 

corps . 

* Array training program for Engineer base reproduction company. 17 May 54 

* Army training program -for Engineer base photomapplng company. l4 May 54 
■k Army training program for Engineer base survey coa^ny. 14 Jun 

* Army training program for Engineer base map depot company. 18 May 5** 

* Army training program for Engineer aerial photo reproduction 5 May y\ 

company . 

* Army training program for Engineer service organization, l4 Iftiy 54 

* Army training program for Engineer combat battalion, dlvl- 12 May 54 

slonal. 

* Army training program for Engineer combat battalion, army. 12 Apr 54 

* Army training program for armored Engineer battalion. 21 May 54 

* Army training program for airborne Engineer battalion. 10 Jxin 5^ 

* Army training program for Engineer construction battalion. 9 Apr 5^ 

* Army training program for Engineer shore battalion. 10 Jun 'th 

* Army training program for headquarters and headquarters de- l4 Hay 54 

tachment, Engineer camouflage battalion and Engineer 
camouflage ccmQiany. 

* Army training program for Engineer topographic battalion, 9 Apr 54 

army. 

■k Army training program for Engineer aviation battalion. 12 Hay 5'^ 

* Army training program for Field Artillery unit. 29 Mar ^ 

* Army training program for Field Artillery observation bat- l4 Apr 54 

talion. 
it Changes 1 

Army training program for Artillery rocket battalion. 24 Jul 53 

[Classified]. I7 Jul 53 

ii Changes 1 

Army training program for Field Artillery searchlight bat- 16 Jul 53 
tery. 
^ Changes 1 

* Army training program for Infantry rifle company and air- 21 Apr ^ 

borne Infantry rifle con^ny. 

* Army training program for Infantry heavy weapons company, 7 May 5'* 

airborne Infantry iieavy weapons company. 

* Amy training program for heavy mortar coiqiany, Infantry 7 Jun 5** 

regiment . 

* Army training program for tank eoi^pany (90-mm gun), Infan- 16 Jun 54 

try regiment. 

* Army training program for service company, Infantry regi- 11 Jun 54 

ment; service company, Infantry regiment, airborne. 

* Army training program for headquarters and headquarters 19 Jul 54 

con^ny. Infantry regiment and headquarters and head- 
quarters con^ny. Infantry regiment, airborne. 

* Army training program for Infantry and airborne Infantry 3 Aug 54 

regimental combat teams and Infantry and Airborne divi- 
sions . 
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ARMY TRAINING PROGRAMS AND MOBILIZATJON TRAINING PROGRAMS 



NO. 



TITLE 



DATE 



7- 301 

8- 110 

8-200 

8-201 

8 -SOS 

8-203 

8-20U 

8-805 

8-206 

8-207 
8-208- 
8-209 

8-210 
8-212 

8-215 

8-220 
8r300 

8-301 
8-30S 

8-303 

6-y>k 

8-305 

8-306 

8-3U5 
8-360 

8- 380 

9- 1 

9-201 

9- 302 

10- 200 
10-201 
10-202 
10-203 
10-20U 

10-210 



Army training program for headquarters and headquarters com- 
■pany, Infantry battalion; headquarters and headquarters 
company, airborne Infantry battalion; headquarters and 
headquarters con^ny. Infantry battalion (separate). 

Individual training proftram for madlcal aidman (MOS ^6661 . 
aAd medical corpsnan (HOS 5657). 

Arm^ training prof^em for Medical company. Infantry regiment. 
Medical company, airborne Infantry regiment. 

Army training program for Medical service organization (adm- 
inistrative and service teams ) . 

Army training program for Medical service organization (med- 
ical supply, optical and maintenance detachments) . 

Army training program for Medical service organization (am- 
bulance and veterinary dstactanents) . 

Army training program for Medical service organization (pro 
f essional service detachments) . 

Army training progren for Hsdleal oolleeting eompany, sep- 
arate. 

Army training program for mlscellaneoas Medical service 
teams. 

Army training program for preventive maintenance company. 

Army training program for ambulance train, rail. 

Army training program for Medical general laboratory, com- 
munications zone. 

Army training program for Medical clearing eoiq>any, separate 
Medical holding con^ny. 

Army training program for Medical detaelmients of nonmedical 
units , 

Changes 1 

Army training program for Medical ambulance eompaoyj sep- 
arate . 

Army training program for helicopter ambulance unit. 
Army training program for Medical battalion; airborne Med- 
ical battalion. 
Army training program for field hospital. 

Army training program for general and station nospitals, com- 
munications zone. 

Army training program for Medical depot, communications 
zone. 

Army training prograta for armored Medical battalion. 

Army training program for the mobile Army surf^ical hospital; 
evacuation hospital, 750 ^ed; evacuation hospital, semi- 
moblle, hOO bed. 

Army training program for veterinary general hospital, com- 
munications zone, ^jOO patients. 

Army training program for Army Medical depot. 

Army training program for headquarters and headquarters de- 
tachment. Medical battalion, separate headquarters and 
headquarters detachment. Medical group. 

Army training program for Medical field laboratory, army. 

Mobilization training program for Ordnance enlisted per- 
-sonnel of the Army Service Forces. 
Changes 1 

Army training program for Ordnance of the field army. 

Changes 1, 2 

Army training program for Ordnance service type units. 

Changes 1 

Army training program for Quartermaster company. Airborne 
or Infantry division. 

Army training program for headquarters and headquarters 
detachment, armored Quartermaster battalion. 

Army training program for Quartermaster supply cosqpany, ar- 
mored Quartermaster battalion. 

krmf training program for Quartermaster field service com- 
pany, armored Quartermaster battalion. 

Army training program for airborne Quarteimiaater parachute 
supply end maintenance oompeny. 
Changes 1 

Army training program for Quartermaster bath company, semi- 
moblle . 



7 Jun 5"* 

5 Mar 53 
9 Deo 53 
U Feb 5U 

19 Jan S"* 

11 Feb •jk 

20 Jan 54 
17 Deo 53 

7 Jul S"* 

19 Jan 54 
9 Jva 5^ 

12 Jul S't 

3 Feb 5U 
9 Feb. ^ 

2U Feb 5^ 

28 Jul. 5^ 
27 Hov 53 

27 Jan 'yk 

27 Jan 54 

28 Jan 5^* , 

3 Feb ^ 

27 Hov 53 

26 Jan ^ 

28 Jan ^ 

8 Dec 53 



27 Jan 5U 
15 Apr l(-5 



9 


Dee 


53 


3 


Dec 


53 


10 


Mar 


5U 


k 


Jan 


51* 


13 


Jkn 


5^ 


9 


Feb 


5U 


23 


Dec 


53 


26 


Jan 


5U 



lU 



ARMY TRAINING PROGRAMS AND MOBILIZATION TRAINING PROGRAMS 



NO. 



TITLE 



DATE 



10-212 


★ 


10-213 


■It 


10 -21^ 


■k 


10-215 




10-216 


* 


10-220 


* 


10-221 


★ 


10-222 


* 


10-223 


♦ 


10-22U 


* 


10-225 


★ 


10-226 




10-227 


★ 


10-228 


* 


10-229 


* 


10-230 


* 




* 


10-231 


* 


10-236 


* 










10-2^0 


if 


10-2^^1 




10-21*2 


★ 


10-250 


* 


10-251 


* 


10-301 




11-200 


if 


11-201 


if 


11-202 


it 


11-205 


^ 


11-206 


if 


11-207 


it 


II-2O0 


if 


11-209 


♦ 


11-210 


* 


11-2U 


* 


11-212 


* 


11-213 


★ 


11 -2 m 


* 


11-215 


* 


11-216 


* 


11-217 


* 


U-218 


■k 


11-219 


★ 



Army training program for QuartermaBter subsistence supply 

company . 

Army training program for Quartenas'ter salvage company. 
Army training program for Quartermaster graves registration 

company . 

Army training program for QuartermaBter pack coi^any. 

Army training program for Qgartermaster company, amphibious 

support brigade. 
Changes 1 

Army training program for Quartermaster laundry con^any. 
Army training program for headquarters and headquarters 

company, Quartermaster depot. 
Army training program for Quartermaster service con^any. 
Army training program for Quartermaster petroleum supply 

company. 

Army training program for Quartermaster sales company. 
Army training program for Quarteimaster bakery conjiany. 
Army training program for Quartermaster subsistence depot 
company. 

Army training program for headquarters and headquarters de- 
tachmentj Quartermaster battalion. 

Array training program for headquarters and headquarters de- 
tachment. Quartermaster group. 

Army training program for Quartermaster clothing and general 
supply depot cou^any. 

Army training program for Quartermaster aerial supply com- 
pany. 

Changes 1 

Army training program for Quartermaster refrigeration com- 
pany, mobile. 

Army training program for Quartermaster supply depot company. 
Army training program for Quartermaster petroleum depot com- 
pany. 



and depot con^iany. 
Army training program for Quartermaster mechanical and metal 
repair company. 

Army training program for Quartermaster clothing and tex- 
tile repair company. 
Army training program for Quartermaster petroleum products 

laboratory detachment. 
Army training program for Quartermaster special forces para- 
chute rigging detachment. 
Army training program for labor supervision organization. 
Army training program for Signal company. Infantry division. 
Army training program for armored Signal company. 
Army training program for airborne Signal coiqpany. 
* Army training program for Signal bace maintenance con^jany. 
Army training program for Signal depot company. 
Army training program for Signal base depot company. 
Army training program for Signal company, message center 
and messenger. 

Army training program for Signal coD^any, radio relay, VHP; 

Signal company, rauio relay, UHF. 
Army training program for headquarters and headquarters 

con^jany Signal base depot. 
Army training program for Signal company, operation. 
Army training program for Signal repair coc^jany. 
Army training program for Signal conjany, medium base. 
Army training program for Signal company, large base. 



tachment, Signal group; headquarters and headquarters de- 
tachment, Signal support battalion; headquarters, Signal 
battalion (Svc) (Team AD); headquarters. Signal group (Svc) 
(Team AE); and headquarters. Signal group (Eh) (Team AE]. 



13 


Jan ^ 


k 


Jan 5U 


1* 


Jan ik 


13 


Jan 51* 


Ik 


Jan 51* 


k 


Feb 5I+ 


Ih 


Jan 5^ 


3 


Feb 54 


2U 


Feb 5U 


19 


Jan 51* 


12 


Feb 51+ 


12 


Feb 54 




Feb 51* 


17 


Feb 5U 


28 


Jan 5U 


9 


Feb 5U 


Id 


Feb 5^ 


29 


Jan 51* 


3 


Feb 5U 


11 


Feb 51* 


11 


Feb 5l> 


26 


Feb 51* 


Sh 


Feb 51* 


23 


Feb 54 


2 


Feb 54 


PQ 


Jan 54 


10 


Aug 54 


26 


Jul 54 


12 


A, Iff mi 
Hug 


1 7 


Aug 54 


16 


Aug 54 


26 


May 54 




Jun 54 


8 


Jun 54 


18 


Aug 54 


29 


Jun 54 


7 


Jun 54 


7 


Jul 54 


13 


Jul 54 


2 


Jul 54 


2I 


Jun 54 




Mar 54 


22 


Jun 54 


21 


Jun 54 
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ARMY TRAINING PROGRAMS AND MOBILIZATION TRAINING PROGRAMS 



NO. 



TITLE 



DATE 



U-221 

U-300 

11- 302 

12- 200 

12-201 

12-203 
12-201* 
12-205 

lU-200 
17-201 

17-202 

17-211 
17-212 

17-221 

17-222 

17-231 



17-300 
17-301 
I7-3OU 

17-305 
17-306 
17-307 
•18-2 



19-200 
19-201 
19-202 

19-203 
19-SOU 

.19-205 

19- 300 

20- 1 
20-2 

20-3 
•20-7 

ao-10 

20-255 

20-300 



9 Feb Jl* 
13 Aug §■» 

13 Aug 5^ 



Amy training program for Signal ccopany, telephone and tel- 30 Jun 5U 
egrapfa operation. 

Army training program for Signal "battalion, corps or air- 18 Aug 5^ 

borne corpe. 

Army training program for Signal conetruction battalion 27 Aug 5^* 

and Signal construction eonpany (separate). 
Army training program for base poet office and Arnv postal 2 Hsir 5'^ 

unit, general assignment. 
Army training program for Adjutant General machlns records 19 Apr 

units. 

Army training program for organization or separate bands. 5 Apr 5^ 

Army training program for special services company. 26 Mar 5^* 

Training program for Adjutant Oeneral admlnlstratlTe sup- 21 Apr 53 

port detachments (Type A—T/OSJS 12-500} (Type B— T/0S>E 

12-500). 

Army training program for Finance service organization. 
Army training program for tank coiqianles (except tank eOD- 

panlas organic to Infantry regiments. 
Army training program for headquarters, headquarters and 

service company, tank battalion. 
Army training program for reconnaissance company. I3 Aug 5't- 

Army training program for headquartere , headquarters and I3 Aug ^ 

service company, reconnaissance battalion. 
Amy training program for rifle company, armored Infantry I3 Aug 

battalion. 

Army training program for headquarters, headquarters and 13 Aug ^ 

service company, armored Infantry battalion. 
Army training program for headquarters and headquarters 13 Aug 5** 

company Armored division, combat command and division 

trains . 

Army training program for tank battalion. 13 Aug y* 

Army training program for reconnaissance battalion. 13 Aug ^ 

Army training program for Aroored dlTlslon and combat com- 26 Aug 54 

mand. 

Army training program for Armored Cavalry regiment. 30 Aug 5'< 

Army training program for Amor group. 30 Aug 5!* 

Army training program for armored Infantry battalion. I3 Aug 5U 

Tank destroyer mobilization training program for tank de- 11 Jul If5 

stroyer replacements at enlisted replacement training 

centers . 

Army training program for Military Police company. Armored, 8 Mar 

Infantry, and Airborne divisionB. 
Amy training program for Military Police escort guard com- 10 Tab 

pany and Hilitai? Police guard eonpany. 
Army training program for Military Police oompaay, post, 26 Jan 5*^ 

caiqi, or station. 
Changes 1 

Army training program for Military Police prisoner of nar 10 Feb 

processing coiqiany. 
Army training program for Military Police criminal investl- 23 Apr 5'* 

gation detachments. 
Army training program for Military Police security company. 6 Mar 54 
Army training program for Military Police battalions. 17 Bsc 53 

Changes 1 

Mobilization training program for special units. 8 May 

Mobilization training program for enlisted replacements ^1 Doc 1*1 

at branch immaterial replacement training centers. 
Mobilization training program for men avaitlng assignment 10 Aug Uh 

at reception centers. 
Changes 1 

Mobillzatloa training program for enlisted personnel at 27 Jul U5 

processing centers. 
Mobilization training program for disciplinary companies 27 Apr kS 

at U. S. disciplinary barracks. 
Army training program for Army overseas radio stations. 26 Jan ^ 

Army training program for headquarters and headquarters com- 11 Jun ^ 
pany, amphibious siq^rt brigade. 



•Mo stocks — do not requisition. 
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NO. 



TITLE 



DATE 



20-301 

20- 302 

21- U3 
21-114 



21-130 
21-186 



22-1 
28-100 
[H] 30.110{Mbl) 

[01 30-200 

30-201 



30-203 

30-302 
33-300 
il-200 



UU-300 

kk-360 

U5-2OI 
55-201 

55-202 



55-203 
55-20lt 

55-205 



55-206 
55-207 
55-209 

55-210 



* Army training program for headquarters, headquarters and 11 Jun 5^ 

service company, amphibious support regiment. 

* Army training program for permanent party personnel of re- 13 Sep 5^ 

plAcement units not organic to combat divisions. 
k Amy training program for personnel aboard ship and enroute 2 Mar 5** 
to overseas stations. 

* Basic combat training program (8 weeks) for male military 26 Jan ^ 

personnel without prior service. 

* Changes 1 

Training program for officers nevly assinged to units. 5 May 49 

Military training program (It veeks) for transient enlisted I5 Jul 50 

men and vomn at personnel centers, ports of embarkation, 

continental Dhlted States. 
Changs 1, 2 

Basic leadership training. The leaders' course. 21 Feb U9 

Changes 1 

Army training program for advanced Individual training of 21 Sep U9 

Special Services enlisted personnel. 
Individual training program for counterintelligence agent 2 Mar 51 

(HOS 1301). 

(Classified] 15 Jan 5I 

* Army training program for military intelligence headquarters 23 Feb 5^ 

and administrative teams, interrogator teams, translator 
teams and document teams, interpreter teams, order of bat- 
tle teams, aerial photo interpretation teams, technical 
intelligence coordinator teams, editorial teams, docu- 
ments processing teams, guard teams, microphone and record- 
ing teams and above specialists personnel organic to divi- 
sion and higher headquarters. 
It Armjr training program for Strategic Intelligence research Feb 5*^ 

and analysis units, teams FA, F6, and FC. 

* Army training program for military censorship teams. 26 Feb 54 

* Army training program for special forces units. 3 May 5** 
A Army training program for Military Government serrice organ- 2$ Fab 

iz at ions consisting of Military Ooremmsnt groups, Mili- 
tary Oovemment companies, and Military OoTemmsnt pla- 
toons . 

* Army training program for antiaircraft battalions . 5 Aug 54 
Individual and unit training program for Antiaircraft Artll- 3 Mar 53 

lery operations detachments. 
Individual and unit training program for Antiaircraft Artll- 36 Jan 5^ 

lery brigades and groups. 
■k Army training program for field press censorship detachments. 6 Jul 54 
Amy training program for Transportation amphibious truck 27 Hov 53 

company. 

* Army training program for Transportation heavy truck com- 25 Mar 54 

pany. Transportation medium truck company. Transporta- 
tion bus cOB^ny and TC bus detachments . 

* Army training program for Transportation heavy boat company. 9 Mar 54 

* Army training program for Transportation staging area company. 9 Mar 54 

* Changes 1 

Army training program for Transportation bass depot eoiqpany 17 Hov 93 
and Transportation base depot coi^ny (Type B) and 
Supply teams: BB and BD, LCL freight; BE and BF, ware- 
house . 

Changes 1 

■k Army training program for Transportation movement control I6 Har 54 
teams LA through If. 

* Army training program for Transportation intelligence teams I6 Mar 54 

HA and HB. 

* Army training program for Transportation company (car); air- 28 Apr 54 

borne Transportation company (car) (Airborne corps); 
Transportation company (car) (type B); and truck and car 
squads . 

* Army training program for Transportation company (light 27 Apr 54 

truck); Transportation company (light truck) (army or com- 
munications zone) (type B); Transportation compa-.y (truck) 
(teiminal operations); Transportation detachment (truckj; 
and truck and car squads. 
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NO. 



TITLE 



DATE 



55-301 

55-302 
55-303 

55-307 

55-308 
55-309 

(E]«60-l 

110-300 
135-805-1 

135-805-2 
135-805-3 

135-805-'* 
135-605-5 
135-805-6 

135 -305 -7 
135-805-8 
135-805-9 

135-805-10 
135-805-11 
135-805-12 

135-805-13 
135-806-1 



Army training program for headquarters and headquarters 8 Mar ^ 

company, Transportation highway transport division; 
headquarters and headquarters company, Transportation 
highway transport group; headquarters and headquarters 
con5)anyj Transportation truck battalion; and adminis- 
trative and headquarters team AA through AE. 

Amy training program for headquarters and headquarters 6 Mar 5^* 

compaziy. Transportation port coaunand "B" and head- 
quarters company. Transportation port command "C" . 

Army training program for Transportation port battalion; I7 Dec 53 

headquarters, headouarters and service company. Trans- 
portation port battalion; Transportation terminal service ■ 
company (type A); Transportation terminal service company 
(type B); and Transportation terminal service teams JA 
through Jl. 

Army training program for Transportation harbor craft 22 Mar 5^ 

company. Transportation supply team BA, Transportation 
floating equipment crews FA through FM, Transportation 
marine maintenance teams IB through ID. 
Changes 1 

Army training program for Transportation boat battalion; 2k Mar 5^* 

headquarters and headquarters company, Transportation 
boat battalion; and Transportation boat company. 
Changes 1 

Army training program for Transportation boat maintenance 22 Mar ^ 

battalion; headquarters, headquarters and service 

company, Transportation boat maintenance battalion; 

Transportation boat maintenance company. ^ 
Amphibian tank or tractor battalion mobilization training 27 Jul I+5 

program. 

Army training program for headquarters and headquarters com- 10 May 5'* 

pany, logistical command, types A, B, and C. 
Manpower training guide for headquarters, headquarters and 12 Mar 52 

service company. Engineer combat battalion, divisional, 

Reserve Forces (for use with KCTP 5-I6II and OECTP 5-I6N) . 
Manpower training guide for company. Engineer combat, dl- 12 Mar 52 

visional, Seserve Forces (for use with NOTP 5-1711 and 

OECTP 5-I7H). 

Manpower training guide for headquarters, headquarters and 30 Apr 52 

service company. Engineer battalion (combat). Army Be- 

serve Forces (for use with HGTP 5-36 and OECTP 5-36). 
Manpower training guide for company. Engineer (combat) Army 30 Apr 52 

Eeserve Forces (for use with HCTP 53-7 and OECTP 5-37). 
Manpower training guide for company, panel bridge (Engineer) 30 Apr 52 

Beserve Forces (for use with NCSFF 5-137 and QRCTF 5-I37) . 
Manpower training guide for headquarters, headquarters and 12 Jun 52 

service company, armored Engineer battalion, Reserve 

Forces (for use with HQTF 5-216N) . 
Manpower training guide for armored Engineer company. Re- 12 Jun 52 

serve Forces (for use with HGT? 5-217H). 
Manpower training guide for bridge company, armored Encineer 12 Jun 52 

battalion, Keserve Forces (for use with HGTP 5-218K). 
Manpower training guide for company, troadway bridge. Re- 12 Jun 52 

serve roroes (for uae with BBTP 5-I38 and ORCTP 5-138) . 
Manpower training guide for company, ponton bridge Reserve 12 Jun 52 

ForoeB (for use with NOTP 5-139 and. OECTP 5-139). 
Manpower training guide for company, maintenance. Reserve 12 Jun 52 

Forces (for uae with IKSTP 5-157A and OHOTP 5-157A) . 
Manpower training guide for headquarters and headquarters 12 Jun 52 

company, Engineer combat group, Beserve Forces (for use 

with HGTP 5-192 and OECTP 5-192J . 
Manpower training guide for company. Engineer light equip- 12 Jun 52 
ment. Reserve Forces (for use with HGTP 5-367 and OECTP 

5-367) . 

Manpower training guide for headquarters and headquarters 10 Aug 51 

battery. Field Artillery battalion (lOJ-mm howitzer, 
truck-drawn), Reserve Forees (for uae with HGTP 6-26R 
and ORCTP 6-26H) . 



•Bo stocks — do not requisition. 
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DATE 



135-806-2 Manpo-uer training guide for battery. Field Artillery bat- 10 Aug 51 

talion (105-iim howitzer, truck-drawn) Eeserve Forces 

(for use with NGTP 6-27H and OBCTP 6-27M) . 
135-806-3 Manpower training guide for service battery, Field Artillery 10 Aug 51 

battalion (155-iirai howitzer, tractor -drawn) Eeserre Forces 

(for use with HGTP 6-339H and QBCTP 6-339K), 
Cbangae 1 

135-806-!^ Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery, division artillery, Infantry division, Eeserve 
forces (for use with HGTP 6-101 and OBCTP 6-101). 

135-806-5 .Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery division artllleiy. Armored division, Eeserve 
Forces (for use with HGTP 6-3OI and OECTP 6-3OI) . 

135-8^5-6 Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery. Field Artillery battalion, 155-1101 howitzer, 
tractor-drawn, Eeserve Forces (for use with HOTP 6-336H 
and OECTP 6-336N). 

I35-8O6-7 Manpower training guide for battery. Field Artillery bat- 10 Aug 51 

talion (115-iaiii howitzer, tractor-drawn) of Eeserve Forces 

(for use with NGTP 6-33711 and OBOTP 6-337N) . 
135-806-8 Manpower training guide for service battery, Field Artllleir 10 Aug 51 

battalion (IO5-111111 howitzer, truck-drawi^ Beserre Forces 

(for use with irarP 6-29N and OBOTP 6-S$B) . 
Changes 1 

135-806-9 Manpower training guide for headquarters and headquarters 28 Alvc 51 

battery, armored Field Artillery battalion, 105-mm 
howltser, self-propelled, Eeserve Forces (for use with 
nOTF 6-166N and ORCIP 6-I66H) . 

135-806-10 Manpower training guide for battery, armorad Field Artillery 28 Aug 51 
battalion, 105-mm howitzer, self-propelled, Eeserve 
Forces (for use with SGTP 6-I67M and OECTP 6-I67B) . 

135-806-11 Manpower training guide for service battery, armored Field 28 Aug 5I 
Artillery battalion, 105-iim or 155-11111 howitzer, self- 
propelled, Eeserve Forces (for use with DOTF 6-I69N and 
OECTP 6-I69H) . 

I35-806-I2 Manpower training guide for haadc[uarters and headquarters 28 Aug 5I 

battery, armored Field Artillery battalion, 155-mm 

howitzer, self-propelled, Eeserve Forces (for use with 

HCTP 6-19^1 and OECTP 6-196H) . 
135-806-13 Manpower training guide for battery, armored Field Artillery 28 Aug 5I 

battalion, 155-mia howitzer, self-propelled, Eeserve 

Forces (for use with HGTP 6.197K and OECTP 6-I97H) . 
135-806-11* Manpower training guide for headquarters and headquarters 8 Nov 51 

battery. Field Artillery group, Beaarve Forces (for use 

with HGTP 6-12 and QBCTP 6-12). 
135-806-15 Manpower training guide for headquarters and headquarters 8 Hov 5I 

battery. Field Artillery battalion, heavy or very heavy 

Reserve Forces (for use with HOTP 6-l*l6 and OECTP 6-1*16). 
135-806-16 Manpower training guide for service battery. Field Artillery 8 Hov 5I 

battalion, heavy or very heavy, towed or self-propelled, 

Eeserve Forces (for use with BGTP 6-1*19 and QBCTP 6-1*29). 
135-806-17 Manpower training guide for battery. Field Artillery bat- 8 Nov 5I 

talion, 155.1m gun, self-propelled, Eeserve Forces (for 

use with HGTP 6-1*37 and OECriP 6-1*57) . 
135-806-18 Manpower training guide for headquarters and headquarters 8 Nov 51 

battery, corps Artillery, Reserve Forces (for use with 

HGTP 6-501 and OBCTP 6-5O-I). 
I35-606-I9 Manpower training guide for headquarters and headquarters 25 Jan 52 

battery. Field Artillery observation battalion, Eeserve 

■Forces (for use with HGPP 6-76). 
135-806-20 -Manpower training guide for observation battery. Field 25 Jsn 52 

Artillery battalion, Eeserve Forces (for use with HGTP 

6- 77). 

I35-8O7-I Manpower training guide for headquarters. Infantry division, 10 Aug 51 

Eeserve Forces (for use with HG7P 7-lH AG, 7-lH FIH, 

and OECTP T-M, 17-lK, and 7I-I) . 
135-607-2 Manpower training guide for headquarters company. Infantry 10 Aug 5I 

division, Eeserve Forces (for use with NGTP 7-2H and 

OECTP 7-2W). 

135-807 -3 Manpower training guide for service company. Infantry regl- 10 Aug 51 
ment, Beserve Forces (for use with BGTP 7-I3N and OECTP 

7- I3N). 
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135-807-U Manpower training guide for Infantry heavy mortar company, I7 Aug 5I 
Keserve Forces (for use «lth BGTP 7-14N and OBCTP 
7-lUN). 

135-807-5 Manpower training guide for headquarters and headquarters 10 Aug 51 

company, Infantiy battalion, Be serve Forces (for use with 

BCffP 7-I6H and OBCTP ^-^ll>S) . 
135-807-6 Hanpouer training guide for rifle company. Infantry, Bsserre 10 Avff 51 

Forces (for use with HoaT T-ITH and OBCTP 1-VW) . 
135-807-7 Manpower training guide for heavy weapons company. Infantry, 10 Aug 51 

KeservB Forces (for use with HGTP 7-X8N and OECTP 7-I8N; . 
135-807-8 Manpower training guide for headquarters, headquarters and 10 Aug 51 

service company, armored Infantry battalion, Eeserve 

Forces (for use with NGTP 7-2611 and OECTP 7-26N) . 
135-807-9 Manpower training guide for rifle company, armored Infantry 10 Aug 5I 

battalion, Deserve Forces (for use with HGTP T-^TH and 

OBOTP 7-27"). 

135 -807 -10 Manpower training guide for headquarters and headqucirters 10 Aug 5I 

company. Infantry regiTnent, Beserve Forces (for use with 

MGTP 7-12H and OBCTP 7-12H) . 
135-607-11 Manpower training guide for headquarters, headquarters and 16 Jan 52 

service company. Infantry battalion (separate), Beaerve 

Forces (for use with SCTP 7-96 and OBCTP 7-96). 
135-808-1 Manpower training guide for Medical company. Infantry regl- 10 Aug 5I 

iient, Eeserve Forces (for use with HGTP B-7N and OECTP 

8-7H, 8-37N, and 8-77N) . 
135-308-2 Manpower training guide for headquarters and headquarters 10 Aug 51 

company, Medical battalion, Beiserve Forces (for use with 

BCFF 8-16R and ORCTP 8-16H, 6-26, 8-22, 8-l6S(ABII), 

8-76H, and 8-56). 

135-808-3 Manpower training guide for ambulance compamr. Medical bat- lU Aug 5I 
talion, Eeserve Forces (for use with HCTP 6-17N and ORCTP 

8-17H, 8-317 -OS). 

I35-808-I1 Manpower training guide for clearing company. Medical bat- 10 Aug 5I 
tallon. Be serve Forces (for use with HCTF 8-l8n and CBCTF 
8-28, 8-27, 8-57, and 8-I8R). 

135-806-5 Manpower training guide for headquarters and headquarters 2k Aug 5I 

detachment. Medical group. Deserve Forces (for use with 
NGTP 8-22 and OECTP 5-26, 8-1611, 6-22, 6-l6H(AB[I), 6-76, 
8-56) . 

135-808-6 Manpower training guide for headquarters and headquarters 2k Aug 5I 

detachioent. Medical battalion, separate, BeselrvB Forces 

(for use with HOTF 8-26 and ORCTP 8-36, 8-I6H, 8-22, 

8-l6H(ABN), 8-76H, 8-56). 
135-808-7 Manpower training guide for Medical colleotlng company, 2U Aug 5I 

separate. Deserve Forces (for use with BOTP 8-27 and 

ORCTP 8-27, 8-28, 8-57, 8-I8H). 
135-808-8 Manpower training guide for Medical clearing company, sepa- 2U Aug 51 

rata. Deserve Forces (for use with HGTP S-28 and ORCTP 

8-28, 8-27, 8-57, 8.18H). 
135-808-9 Manpower training guide for headquarters and headquarters 2k Aug 5I 

company, armored Medical battalion. Deserve Forces (for 

use with HGTP 8-76H and ORCTP d-l6B, 8-26, 8-22, 8-16II 

(ASS), 8-76N, 8-56). 

135-808-10 Manpower training guide for company, armored Medical bat- 21k Aug 5I 

talion Deserve Forces (for use with NGTP 8-77II and ORCTP 
8-7H, 8-37, 8-7711). 

135-608-11 Manpower training guide for Medical aidbulance company, sepa- 2k Aug 5I 
rate, Eeserve Forces (for use with BGTP 8-317 and ORCTP 

8- 1711, 8-317 -OS). 

I35-8O9-I Manpower training guide for headquarters and headquarters I5 Aug 5I 

company. Ordnance maintenance battalion (Armored divi- 
sion) Eeserve Forces (for use with HCTP 9-66N and ORCTP 

9- 66N) . 

135-809-2 Manpower training guide for maintenance company. Ordnance I5 Aug 51 

maintenance battalion (Amored division) Deserve Forces 

(for use with BCTP 9-67H and ORCTP 9-67HJ . 
135-809-3 Manpower training guide for Ordnance medium automotive 15 Aug 5I 

maintenance company. Deserve Forces (for use with HCTP 

9-127 and ORCTP 9-127). 
I35-809-U Manpower training guide for Ordnance heavy automotive main- I5 Aug 5I 

tenance. Be serve Forces (for use with BCTP 9-197 and 

OECTP 9-197). 
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135-809-5 Manpower training guide for Ordnance heavy maintenance con- Oct 51 

pany (army), Beserre Forcea (for use with BGTP 9-9 and 
OECTP 9-9). 

135-809-6 Manpower training guide for Ordnance medium maintenance com- 28 Hot 5I 
pam, Beserre rorces (for use vitli HGSEP 9-7 and OBCTP 

9-7). 

135-809-7 Manpower training guide for Ordnance maintenance company, 28 Nov 5I 

Infantry division, Boserve Forces (for use with HG!PP 9-8N 
and ORCTP 9-8N) . 

135-809-8 Manpower training guide for headquarters and headquarters 16 Jan 52 

detachment. Ordnance hattallon, Reserve Forces (for use 

with HOIF 9-76 and ORCTP 9-76) , 
135-809-9 Manpower training guide for headquarters and headquarters 28 Jul 52 . 

company, Ordnance group, Reserve Forces (for use with NQTP 

9-12 and ORCTP 9-12). 

135-809-10 Manpower training guide for Ordnance depot company. Army 28 Jul 52 

Reserve Forces (for use with HGTP 9-57 and OBCTP 9-57). 

I35-8IO-I Manpower training guide for Quartermaster company. Infantry 13 Hot 51 
division. Reserve Forces (for use with BSC? 10-17n and 
OBCTP IO-I7H). 

135-610-2 Manpower training guide for headquarters and headquarters I3 Nov 5I 
detachmeot, Quartemaster battalion, AnoFsd division. 
Reserve Forces (for use with HGIP 10-U6S and ORCTP 10- 

h6s) . 

135-810-3 Manpower training guide for Quartermaster supply company, I3 Hot 5I 

Quartermaster battalion, Armored division, Bsssrva Fonws 
(for use with NCTP IO-U7H and OKCTP IO-U7H). 

I35-8IO-U Manpower training guide for Quartermaster field service com- I3 Hot 5I 
pan^Eeserve Forces (for use nith HCZTP 10-lt8H and OSCIP 

135-811-1 Manpower training guide for signal company. Infantry dl- 30 Apr 52 

vision, Reserve Forces (for use vlth HOFP ll-TH and 
ORCTP ll-TH. 11-5711) . 

135-811-2 Manpower training guide for signal company. Armored divi- 15 Aug 5I 
sion. Reserve Forces (for use with HGTP 11-57H and 
ORCTP 11-7, 11-5711). 

I35-817-I Manpower training guide for service ccmpany. Armored Cavalry I5 Aug 5I 
regiment (ll^t). Reserve Forces (for use with HGffP 17- 
53). 

135-817-2 Manpower training guide for tank company, tank battalion 10 Aug 5I 

(heavy or medium) or tank company. Infantry regiment. 
Reserve Forces (for use vlth HCnP 1T-37H and ORCFF 17- 
37H). 

135-817-3 Manpower training guide for headquarters and headquarters 19 .Oct 5I 

company. Armored Cavalry group,' HeservB Forces (for use 

with Hca!P 17-32 and OBCTP 17-32) . 
135-817-1* Manpower training guide for headquarters. Armored division, I9 Oct 5I 

Reserve Forces (for use vlth BOTP 17-lH and ORCTP IT-IM, 

7-lH, and' 71-I) . 

135-817-5 Manpower training guide for headquarters company. Armored 5 Oct 5I 

sdlvislon. Reserve Forces (for use with HCSTP 17-2H and 
ORCTP 17-2M). 

135-817-6 Manpower training guide for headquarters and headquarters 19 Oct 5I 

company, coiiibat, or reserve oomnand. Armored division. 

Reserve Forces (for use vith HGTP 17-22), 
135-817-7 Manpower training guide for headquarters and headquarters 19 Oct 5I 

company. Armored division trains. Reserve ForceB (for 

use with HGTP 17-62). 

135-817-8 Manpower training guldg tor headquarters, headquarters end 26 Oct 5I 
service company, medium tank battalion. Reserve Forces 
(for use with HGTP 17-26H and OBCTP 17-26H) . 

135-817-9 Manpower training guide for headquarters, headquarters and 26 Oct 5I 
service company, tank battalion (heavy or medium) Reserve 
Forces (for use with KCSCP 17-3611 and QBCTP I7-36H) . 

135 -817 -10 Manpower training guide for heeulquarters and headquarters 26 Oct 5I 
and service 'compaz^, reconnaissance battalion (Armored 
division) Beserva Forces (for use iiltli HGTP 17 and 
■OROrP 17-1(6H).. 

135-617-11 Manpower training guide for headquarters and headquarters 26 Oct 5I 
company. Armored Cavalry regiment (li^t). Reserve Forces 
(for use with HCa!P 17-52). 
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135-817-12 Manpover training guide for headquarters and headquarters 26 Oot 5] 

company, Annored CavaLry reconnaissance battalion (sepa- 
rate) or rsconsalssance battalion, Aimored Camlrjr rsgi. 
ment, Eeserve Fprces (for use vlth UGTP I7-56). 
135-817-13 Manpower training guide for reconnaissance company, Beserve 26 Oct 51 

Forces (for use vlth NCTP 17-57H and OECrP 17-571J). 
135-817-lU Manpower training guide for medium tank company, Beserve 28 Nov 51 

roroes (for use with KGTP 17-27H and OECTP I7-27N) . 
I35-819-I Manpower training guide for Military Police company. Armored I6 Oot 5I 
and Infantry division. Reserve Forces (for use with HGTP 
I9-27H and QRCTP 19-27H) . 
135-819-2 Manpower training guide for headquarters and headquarters 16 Oct 5I 

company, Military Police battalion (army), Beserve Forces 
(for use with NOT? 19.36). 
135-819-3 Manpower training guide for Military Police company, Mill- 16 Oct 5I 
tary Police battalion (army), Beserve Forces (for use 
with HGTP 19-37 and ORCTP 19-37) . 
135-619-'* Hanpover training guide for headquarters and headquarters 16 Oct 5I 
campany. Military Police battalion. Deserve Forces (for 
use with WHP 19-56 and QBCSPP I9-56) . 
135-819-5 Manpower training guide for Military Police company. Mill- 16 Oct 5I 
tary Police battalion or separate, Reserve Farces (for use 
with NGTP 19-57 and ORCTP 19-57). 
I35-8UU-I Manpower training guide for Antiaircraft Artillery opera- 10 Au« 51 

tlons detachment. Reserve Forces (for use with NGTP V^-^ 
and OECTP 1*4-7). 

135-6UU-2 Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery, Antiaircraft Artillery group, Reserve Forces 
(for use with NCffP 1(1-12 and ORCTP 1*4-12). 

135-844-3 Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery. Antiaircraft Artillery battalion (90-mm)^ Re- 
serve Forces (for use with HGTP 44-16 and ORCTP 44-16). 

135-844-4 Manpower training guide for Antiaircraft Artillery mn tat- 10 Aug 51 
tery (90-mm), Eeserve Forces (for use with MGffP 44-17 
and ORCTP 44-17) . 

135-844-5 Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery. Antiaircraft Artllleiy automatic weapons bat-* 
tallon, mobile. Reserve Foreas (for use with HGTP 44-26 
and OECTP 44-26). 

135-844-6 Hanpover training guide for Antiaircraft Artillery automatic 10 Aug 5I 
weapons battery, mobile. Reserve Forces (for use with 
HCTP 44-27 and OROTP 44-27) , 

135-844-7 Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery. Antiaircraft Artillery automatic weapons bat- 
talion, self-propelled Reserve Forces (for use with HGTP 
44-76N and OECTP 44-76N). 

135-844-8 Manpower training guide for Antiaircraft Artillery automatic 10 Aug 5I 
weapons battery, self-propelled. Reserve Forces (for use 
with NGTP 44-77H and DRCTP 44-77H) . 

135-844-9 Manpower training guide for headquarters and headquarters 10 Aug 5I 

battery, Antiaircraft Artillery brigade, Beserve Forces 
(for use vlth NGTP 44-101 and ORCTP 44-101) . 

I35-S55-I Manpower training guide for Transportation truck company, I5 Aug 5I 

Reserve Forees (for use with HCffiP 55-I7 and ORCTP 55-17) 

135-855-2 Manpower training guide for headquarters and headquarters 28 Nov 5I 

company. Transportation truck battalion, Eeserve Forces 
(for use with HOTP 55-16 and ORCTP 55-16). 

135-855-3 Manpower training guide for headquarters and headquarters 28 Bov 5I 

company, highway Transportation group. Reserve Forces 
(for use with HCa'P 55-12 and ORCTP 55-12, 55-402T, 55-500 
(hl^way group)). 

140-200 Unit training program for Reserve machine records units, 24 May 49 

140-201 Unit training program for examining and induction stations, 10 May 50 

reception centers, replacement depots and battalions, 

Organized Eeserve Corps. 
140-202 Unit training program for postal organizations. Organized 8 May 50 

Reserve Corps, 

145-1 Program of Instruction, branch material units. Reserve 28 Jul 53 

Officer's Training Corps. 
145-I-I Curriculum; branch tactics and techniques. Antiaircraft 28 Jul 

Artillery. 
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ARMY TRAINING PROGRAMS AND MOBILIZATION TRAINING PROGRAMS 



NO. 



TITLE 



DATE 



11*5-1-2 
[C] U5-I-3 

145-1-5 

11*5-1-6 
11*5-1-7 
11*5-1-8 

11*5^1-9 
11*5-1-10 

U5-I-II 
11*5-1-12 

11*5-2 
11*5-3 
11*5-1* 

11*5-8 
11*5-60 
11*5 -lUO 



Curriculum; liranch tactics and techniques, Armor. 

[ Classified] 

Curriculum; branch taxstics and techniques, Chemical Corps. 
Curriculum; branch tactics and techniques. Corps of Engi- 
neers . 

Curriculum; branch tactics and techniques. Field Artillery. 
Curriculum; branch tactics and techniques, Infantry, 
Curriculum; branch tactics and techniques, Military Police 
Corps . 

Curriculum; branch tactics and techniques. Ordnance Corps. 
Curriculum; branch tactics and tecliniques, Quartermaster 
Corps . 

Curriculum; branch tactics and techniques. Signal Corps. 
Curriculum; branch tactics and techniques. Transportation 
Corps. 

Program of instruction for essentially military Institutions 
(Class MI), Reserve Officers' Training Corps. 

Program of instruction for summer training camps, EOIC (for 
six veeks duration). 

Program of instmetion for civilian high schools (Class CS) , 
Reserve Officers' Training" Corps. 
Changes 1 

Program of Instruction for Medical Service ROTC training 
camps . 

General military science curriculm for civilian and mili- 
tary colleges. 

Programs of Instrucation for Hsdical Service WIC units in 
civilian colleges. 



28 Jul 53 

29 Jul 53 
2U Feb 

29 Jill 53 

30 Jul 53 

30 Jul 53 

31 Jul 53 

31 Jul 53 
1 Apr 51* 

9 Feb 51* 
12 Aug 53 

17 Jul 51 

12 Mar 53 

21 Feb 50 



21* Mar 52 
22 Jun 53 
2 Oct 51 



i PROGRAMS OF INSTRUCTION (POI). 



NO. 



TITLE 



DATE 



9- 1 Progran of Instruction for wheel vehicle mechanic (MOS 1*011*), 2l* Hov 52 

♦ Changes 1 

[R] 9-2 Program of instruction for ordnance storage specialist 11 Dec 52 

course (MOS 3815). 

10- 1 Program of instruction for supply handler (HQS 5832). 1 Apr 52 

11- 1 Program of instruction for field vireman (MOS U6UI). 1 Apr 52 
[B] 11-2 Program of instruction for intemedlate speed radio operator 1 Apr 52 

(MOS 1*71*0). 

11-3 Program of instruction for telej^one installation and repair 8 Hay 52 

course (MOS 3097). 

FBI 11-1* ProRram of instruction for central office telephone switch- 6 May 52 

board operator course (HOS 1*309). 



6. ARMY SUBJECT SCHEDULES (ASvbjScd). 



NO. 



TITLE 



DATE 



8-101 
10-102 



12-1 

12-3 

12-1* 

12-7 

12-8 

12-9 

12-10 

12-U 

12-12 

12-105 



* MDS technical training of general medical service personnel. 

* MOS technical training of oooka; MOS 162'*--meBs steward, 

MOS 3060--cook (for use in connection with MOS training 
for all coiif}Onents of the Army and to support Army 
training programs ) . 

Organization and mission of military band. 

Scales and Intervals. 

Ear training and dictation. 

Band rehearsal. 

Dance band. 

Care and maintenance of Instruments, 
Instrumentation. 
Drum majoring. 
Library procedure. 

* MOS technical training of recruiting speeialiat (MOS 1935). 



29 Jun 51* 
2 Aug 5'* 



30 Jan 53 
30 Jan 53 
30 Jan 53 
30 Jan 53 
3O Jan 53 
30 Jan 53 
3O Jan 53 
30 Jan 53 



3O Jan 
23 Jun 
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ARMY SUBJECT SCHEDULES 



NO. 



TITLE 



DATE 



19-100 * MOS technical training of military policemen, HQS I677— 12 Mar 5U 

nllltai7 police superrlsor, MOS 1|£77— military policemen 
(for use in connection vlth HQS training for all compo- 
nents of the Army and to support Army training programs). 

19.'1Q2 A' MOS technical training of escort and security guards and 20 Jul ^ 

prisoner of war processing specialists: MOS 1576, escort 
and security guard supervisor; MOS 4676, escort and secu- 
rity guard; BOS I668, prisoner of war processing special- 
ist (published for use In connection with HOS training 
for all coi^nents of the Aray and to ei^ort Anqy train- 
ing programs). 

UU-1 HOS teclmleal training of Antiaircraft Artillery gun person- I5 Apr 53 

nsl. 



7. ARMY TRAINING TESTS (ATT). 



NO. 



TITLE 



DATE 



[H] 



3-1 

3-2 

1:1 



3-9 
3-10 

[K] 3-11 
5-1 

5-2 
5-3 

5-5 
5-6 
5-7 
5-8 
5-9 
5-10 
5-11 
5-12 
5-13 
5-11* 
5-15 
5-16 
[R] 5-17 

li] 

"B] 5-20 
5-21 

5-22 



(EI 
(SJ 
[R] 
[Hi 
(El 
(EI 

Hi 
[HI 

m 
m 

[HI 
IBJ 



(r: 

[EI 

[E] 5-25 
(El 5-26 
IK] 5-?7 
fE] 5-28 
[EI 5-29 

[H] 5-30 

[Hi 5-31 

IE] 5-32 
[HI 5-33 



THAJHIMG TEST FOB: 

Qiamlcal decontamination company (T/O&B 3-217).. 28 Feb 51 

Chemical depot company (T/O&E 3-67) . 28 Tab 5I 

lf.2-lnch Chemical mortar platoon (T/08b£ 3-27). 28 Feb 51 

U.S-lneh Chemical mortar company (T/04E 3-27) . 28 Feb 5I 

U.2-lnoh Chemical mortar battalion (T/O&E 3-25). 28 Feb 51 

Headquarters and headquarters detachment. Chemical serrlce 28 Feb 5I 

battalion (T/O&E 3-5OO). 

Chemical maintenance company (t/O&E 3-1*7). 28 Feb 51 

Chemical processing company (T/O&E 3-77). 28 Feb 51 

Headquarters and headquarters detachment Chemical smoke 28 Feb 5I 

generator battalion (T/0S3S 3-266), 

Chemical smoke generator company (T/OUS 3-S&7). 28 Feb 51 

Chemical service company (T/OM 3-5OO). 28 Feb 5I 

Armored Engineer platoon (T/OiE 5-2178). 28 Feb 5I 

Engineer ponton bridge company (T/OSJ: 5-139) . 21 Jul 53 

Engineer topographic battalion (army) (T/o&E 5-55). 8 Oct 53 

Engineer camouflage company (T/OfeE 5-97) . 0 May 5I 

Engineer field maintenance company (t/O&E 5-157). 2 Oct 53 

Engineer topographic company (corps) (T/0!tE 5-167). 10 Aug 53 

Engineer construction battalion (T/O&E 5-3I5A). 2 Oct 53 

Snglneor dump truck company (T/O&E 5-32't). 10 Aug 53 

Engineer base map depot company (T/O&E 5-3W). 2 Oct 53 

Engineer base reproduction ccmpany (T/O&E 5-31*7 -A) . 10 Aug 53 

Engineer base' survey ccmpany (T/O&E 5-3^8) . 10 Aug 53 

Engineer aviation battalion (T/O&E 5-415A). 16 Nov 53 

Engineer conibat battalion (divisional) (T/O&E 5-15). 29 Oct 53 

Armored Engineer battalion (I/OtiE 5-215) . 2 Cot 53 

Engineer conbat battalion (army) (T/OSX 5-35) . 10 Aug 53 

* Alrbornp Engineer Tjattalion ^T/O&E 5-255A) . 15 Feb ^ 

Airborne Engineer company (T/O&E 5-227). 23 May 51 

Engineer equipment supply company (T/O&E 5-268). 19 Jun 51 

Engineer parts depot company (T/O&E 5-279). 2 oct 53 

Engineer water supply company (T/O&E 5-67A). 11 Aug 53 

Engineer supply point company (t/o&B 5-48) . 2 Oct 53 

Engineer depot company (T/O&E 5-267A). 2 Oct 53 

Engineer base photomapplng company (T/O&E 5-31*9). 10 Aug 53 

Engineer port construction company (T/O&E 5-329) . 16 Hov 53 

Engineer pipeline company (T/o&E 5-237A) . 8 Oct 53 

Engineer light equipment company (T/O&E 5-367). 8 Oct 53 

Engineer searchlight company (T/O&E 5-27T). 19 Jun 51 

Engineer heavy equipment company (T/O&E 5-328) . 13 Aug 53 
Headquarters and headquarters company. Engineer construction 1? Aua "i^ 

group (T/OM! 5-312). ^ 

^^fT/O&E^f^^A)'^'**''"''^*''^ ''°'''^^> ^°ei''8s^ combat group ll* Aug 53 

Headquarters and headquarters company. Engineer aviation 10 Au« 51 

group (T/O&E 5-l*12A). 

Engineer amphibious support regiment (t/O&E 5-32). 13 Sep 51 

Headquarters and headquarters detachment. Engineer depot 1 San "ii 

battalion- (T/O&E 5-266). J- °ep ?J 
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ARMY TRAINING TESTS 



NO. 



TITLE 



DATE 



OEAIHIHG ISSI BOB: 

[El 5-3H Gngineer aerial photo reproduction companjr (T/O&B 5-5U). 1 Sop 53 

[EJ 5-35 HeadauarterB and headquarters company, Bnglnaer base topo- 1 Sep 53 

graphic battalion (T/o&E . 
W 5-3'' Headquarters and headquarters company. Engineer brigade It Aue 5^ 

(I/O&E 5-3OIA). 

[El 5-3T Engineer float bridge company (T/08tE 5-I38). 5 Aus ST 

[B] 5-38 Engineer shore battalion (T/QM: 5-525). 1 Sep 3 
[El 5-39 Engineer panel bridge company (T/O&E 5-137). 13 Aug 53 
[E] 5-ltO Engineer forestry company (T/O&E 5-387A) . I3 Aug 53 
IHJ 5-41 Englnser dspot nalntensnce company (T/c&E 5-27aA). 8 Oct 53 
[E] 5-lt2 Headquarters and headquarters company. Engineer maintenance 8 Oct 53 

and supply group (T/C&S 5-262) . 
W 5-95 Engineer camouflage battalion (army) (T/OtS 5-95). 8 Oct 53 

[R] 6-1 Field Artillery howitzer or gun battery. 17 Jun 53 

D-2 Field Artillery battalion firing. S8 Feb 5I 

Changes 1 

6-3 Field Artillery rocket battery and battalion tests. 28 Feb 51 

6-k * Field Artillery observation battalion. 11 Jun 5!* 

6- 5 Light and medium Field Artillery batteaion involving dis- 28 Feb 5I 

placement and continuous fire support, 
[R] 6-6 Field Artillery searchlight battery. 3I Dec 52 

[C] 6-7 * [Classified). 16 Jul ^ 

7- 1 8l-mm mortar platoon armored Infantry battalion (T/OfcE 7-26) . 28 Feb 51 
7-2 Armored Infantry rifle platoon (T/OtE 7-27) . 28 Feb 5I 
7-3 Elfle company, armored Infantry battalion (T/C&E 7-27). 28 Feb 53 

■ i-k Armored Infantry battalion (T/OiE 7-2$). 28 Fob 51 

[B] 7-5 Counterf ire platoon, headquarters company. Infantry 23 Hay 5I 

reslment (T/OSX 7-12ir). 
Changes 1 

[E] 7-6 Support company, airborne Infantry regiment (T/O&B 7-3't). 17 May 5I 

Changes 1 

JR] 7-7 Intelligence and reconnalBsance platoon, headquarters com- 17 May 51 

pany, Infantry regiment (T/O&E 7-12H). 
Changes 1 

[S] 7-8 Antitank mine platoon, headquarters, headquarters company, 17 May 51 

Infantry rsglnant. 
Changes 1 

ir Security platoon, headquarters coo^any. Infantry reglnsnt 6 Jul 5l» 

(T/0 & E 7-12). 

6o-mm mortar section, rifle company (T/CKE 7-17^) . 17 May 5I 

Changes 1 

Heavy mortar platoon, heavy mortar company {t/OUS 7-II1H) . 17 May 5I 
Changes 1 

Antitank platoon, support company (T/O&E 7-3II'). 17 Hay 5I 

Changes 1 

* Elfle squad, rlflo company (T/OiE 7-17). 12 Jun 5U 
Pioneer and ammunition platoon, headquarters company. In- 17 May 51 

f entry battalion (T/OiE 7-I6H). 
Changes 1 

Heavy mortar company (T/O&E 7-II1II) . 29 May 51 

Changes 1 

8l-nm mortar platoon, heavy veapons company {l/OliS 7.18H) . 29 Hay 51 

Changes 1 

Machine gun platoon, heavy veapons company (T/o&E 7-18N) . 29 May 51 

Changes 1 

75-mm rifle platoon, heavy weapons company (T/08eE 7-18N) . 2 Jun 51 

Changes 1 

Banger squad (T/OsB 7-87) . 2 Jun 51 

Eangor company (T/O&E 7-87). 2 Jun 51 

Ranger platoon (T/OiE 7-87). 19 Jun 51 

Communication platoon, headquarters company. Infantry bat- I9 Jun 51 
talion (T/O&E 7-16N). 
Changes 1 

Communication platoon, headquarters company. Infantry regi- I9 Jun 51 
mont (T/O&E 7-12H). 
Changes 1 

Elfle company (T/O&E 7-1711) . 18 Dec 51 

Changes 1 

* Rifle platoon, rifle company (t/O & E 7-17) . 12 Jun 5U 
Infantry battalion. Infantry regiment (T/O&E 7-I5H) . 18 Jun 52 





7-9 


(El 


7-10 


m 


7-11 


tal 


7-ia 




7-13 


[R] 


7-llf 


[B] 


7-15 


tB] 


7-16 


tE) 


7-17 


[S] 


7-18 


tR] 


7-19 


IE] 


7-20 


[El 


7-21 


[E] 


7-22 


[El 


7-23 


[E] 


7-2U 


[R] 


7-25 
7-26 
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ARMY TRAINING TESTS 



NO. 



TITLE 



DATE 



TRAINING TEST FOR: , , » 

T-27 * Intelligence section, Infantry division (T/O&E 7-1)- 

7-28 * Intelligence section. Infantry regiment (T/OS.E 7-12) . 

7- 29 * Intelligence section, airborne regiment (T/O&E 7-32A). 

8- 1 Basic medical subjects. 

(El 8-2 Medical battalion. Infantry dlTlslon (T/tt 8-15M) . 

[E] 8-3 Medical collecting' company, separate (T/O&B 8-27) . 

Changes 1 , , „ > 

[HI 8-U Convalescent center. Army (T/GbE 8-590) . 

Changes 1 

[E] 8-5 Evacuation hospital (T/OS=E 8-58O) . 

Changes 1 

[E] 8-6 Mobile Army surgical hospital (T/08i 8-571) . 

ChaDges 1 

[Bl 8-7 Evacuation hospital, somlnoblle (T/OSS 8-58I) . 

Changes 1 

[B] 8-8 Veterinary evacuation hospital (T/OM 8-78O) . 

Changes 1 

[E] 8-9 Army Medical depot (T/OiS 8-667). 

Changes 1 

[E] 8-10 Medical clearing company, separate (T/OScE 8-28). 

Changes 1 

[R] 8-11 Armored Medical batteaion (T/C&E 8-7511) • 

Changes 1 

[SJ 8-12 Medical holding company (T/OfeB 8-57). 

Changes 1 

[E] 8-13 Medical ambulance company, separate (T/O&E 8-3I7) . 

Changes 1 

[E] 8-II1. Medical battalion (Airborne division) (T/08iE 8-15H) . 

Changes 1 

[E] 8-15 Field hospital (T/O&E 8-5IO) . 

Changes 1 

[B] 8-16 Veterinary general hospital, eonmunieatlons zone (T/OttE 

8-750 ). 

Changes 1 

(El 8-17 Station hospitals, ooomucl oat ions zone (T/O&E's 8-561, 

8- 562. 8-563, fe-56U, 8.565, 8-566, 8-567). 

Changes 1 

[B] 8-18 Hospital train (T/O&E 8-52QA) . 

Changes 1 

[B] 8-I9 General hospitals, communications zone (T/OSiE's 8-551, 

8- 552, and 8-553) . 

Changes 1 

[B] 8-20 Medical company. Infantry regiment (T/O&E 8-7N) . 

Changes 1 

[B] 8-21 Medical depot, conmuiileatlons zone (T/0!iE 8-I87A). 

Changes 1 

[E] 8-22 Medical company. Infantry regiment. Airborne (T/Or-E 8-37). 

iE] 6-23 Preventive medicine company. 

[BJ 9-1 Ordnance direct support company (T/O&E 9-7A) . 

[B] 9.2 Esadguarters and headquarters detachment. Ordnance bat- 

talion (T/OSB 9-76). 
[^] 9-3 Ordnance heavy automotive maintenance company (T/O&E 9-197) • 

[B] 9-4 Ordnance maintenance company. Infantry division (T/O&E 9-ral). 

Changes 1 

(E) 9-5 Ordnance heavy maintenance company (army) (T/O&E 9-9). 

Changes 1 

[E] 9-6 Ordnance medium automotive maintenance company (T/o&E 

9- 127). 

[E] 9-7 Headquarters and headquarters compan.y. Ordnance «roup- 

Chanf^es 1 

[E] 9-8 Ordnance depot company (army) (T/OiE 9-57) . 

[E] 9-9 Ordnance supply depot company (communications zone) (T/O&E 

9- 367). ^ , 

[E] 9-10 Ordnance ammunition company (army) (T/08sE 9-17)- 

(E] 9-11 Ordnance reclamation and classification company (army) 

(T/OSE 9-167). 

[E] 9-12 Ordnance recovery company (T/otE 9-187) . 

[H] 9-I3 Ordnance artillery and vehicle park company (T/O&E 9-137)- 



25 Jan 51* 
25 Jan 5U 
25 Jan 5I* 
28 Feb 51 
3 May 51 

I May 51 

3 May 51 
3 May 51 

3 May 51 
3 May 51 
3 May 51 

3 May 51 
17 May 51 
17 May 51 
17 May 51 
17 May 51 

19 Jun 51 
17 Jul 51 

6 Aug 51 

26 Oct 51 

26 Oct 51 

20 Bov 51 

II Mar 52 

9 Apr 52 

k Jun 52 
31 Dec 52 
10 Aug 53 
22 Jun 51 

28 Jun 51 
17 Jul 51 

17 Jul 51 

17 Jul 51 

1'5 Jun "il 

15 Jun 51 
22 Jun 51 

22 Jun 51 

21 Jun 51 

12 Jun 5J 

22 Jun 51 
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ARMY TRAINING TESTS 



NO. 



TITLE 



DATE 



TRAINING TEST FOR: 

[E] 9-1'* Ordnance nialDteoance tattalion, Armored division (T/OScE 1 Aug 51 
9-6511) . 

Changes 1 

[El 9-I5 O-^naiioe park company (communications zone) (T/O&E 9-359) • 17 Jul 51 

[Bl 9-16 Antiaircraft Artillery maintenance detachment (T/O&E 9-500). 21 Jun. 51 

[B] 9-17 Ordnance field maintenance company (communications zone) 17 Jul 51 
(T/OSS 9-357) . 

[E] 9-lS Ordnance collecting point company, (communications zone) 19 J^il 51 

Ct/o&e 9-358) . 

[E] 9-19 Ordnance distribution company (communications zone) (T/o&E 22 Jun 51 
9-337). 

[El 9-20 Ordnance motor vehicle assembly company (T/OtE 9-3''8} . 17 Jul 51 

[R] 9-21 Ordnance tire repair company (T/O&E 9-3^7). 22 Jun 51 
[E] 9-22 Ordnance maintenance company, Airhome division (T/O&E 9-87) . 17 Jul 51 
Changes 1 

[E] 9-23 Ordnance maintenance company, Engineer special brigade 17 Jul 51 
(T/O&E 9-97T). 

ChanRBs 1 

(E] 9-2U Ordnance light aircraft maintenance company (t/O&E g-lUS) . 22 Jun 51 

Changes 1 

[E] 9-25 Ordnance base armament maintenance battalion (T/08iE 9-315) . 17 Jul 51 

[E] 9-26 Ordnance base automotive maintenance battalion (T/0S£ 1 Aug 51 

9- 325). 

10-1 Quartermaster company, Airboms or Infantry division (T/OSS 23 Feb 51 

10- I7N) . 

10-2 Quartermaster field service coapany (T/O&E IO-U8II) . 23 Feb 5I 

10-3 Quartermaster service company (t/C&E IO-67) . 23 Feb 51 

10-1* Quartermaster parts company (T/O&E IO-I27) . 23 Feb 51 

10-5 Quartermaster salvage company (t/O&E IO-I87) . 23 Feb 51 

10-6 Quartermaster petroleum supply company (mobile) (T/O&E 23 Feb 51 
10-77). 

10-7 QuartermaGtar bakery company, nobile (f/OuB 10-147) . 23 Feb 51 

10-6 Quartermaster sales company (mobile) (T/O&E 10-157). S3 Fob 51 

10-9 Quartermaster subsistence supply company (t/O&E IO-I97) . 23 Feb 51 

10-10 Quartermaster laundry company (semlmobilo) (T/O&E IO-167) . 23 Feb 51 

10-11 Quartermaster bath company, semlmobile (T/OSiE 10-257) . 23 Feb 51 

10-12 Quartermaster reclamation and maintenance company (semi- 23 Feb 51 

mobile) (t/OKE 10-237). 

IO-I3 Quartermaster clothing and general supplies depot company 23 Fob 51 

(T/O&E 10-227). 

10-14 Quartermaster subsistence depot company (T/OtE IO-357). 23 Feb 51 

10-15 Quartermaster petroleum depot company (T/O&E 10-377). 23 Feb 51 

IO-I6 Airborne Quartermaster parachute maintenance company (T/O&E 23 Feb 51 

10-337). 

10-17 Quartermaster refrigeration ccmfany (mobile) (T/08tE 10-21*7). 23 Feb 51 

10-18 Quartermaster graves registration company (T/O&E IO-297) . 23 Feb 51 

10-19 Headquarters and headquarters detachment. Quartermaster 23 Feb 51 

battalion (T/O&E IO-536). 

10-20 Headquarters and headquarters company. Quartermaster group 23 Feb 51 

(T/0!^ 10-22). 

10-21 Headquarters and headquarters detachment. Quartermaster £3 Feb 51 

battalion. Armored division (T/OSE 10-U6M). 

10-22 Quartermaster supply company. Quartermaster battalion, 23 Feb 5I 

Armored division (T/OSE IO-U7H). 

10-23 Quartermaster remount troop (T/O&E 10-97) . 23 Feb 51 

10-24 Quartermaster pack troop (T/O&E IO-II8) . 23 Feb 51 

10-25 Headquarters and headquarters company. Quartermaster base 23 Feb 51 

depot (T/O&E 10-520-1). 

[E] 10-26 Quartermaster company, amphibious support brigade 9 Apr 52 

(t/O&E 10-277) . 

[E] 10-27 Quartermaster aerial supply company (T/O&E IO-UO7) . 9 Apr 52 

10-28 Quartermaster special forces parachute rigging detachment 8 Oct 53 
(T/O&E 10-419). 

10-29 Quartermaster supply depot company (T/O&E IO-367A) . 8 Oct 53 

10- 30 Quartermaster air equipment repair and depot company 10 Dec 53 

(T/O&E 10-417). 

11- 1 Airborne Signal company (T/O&E II-557) . 9 Feb 51 
11-2 Armored Signal company (T/O&E II-57IJ) . 26 Feb 5] 
11-3 Signal company. Infantry division (T/OStB 11-7S) . 26 Feb 51 
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NO. 



TITLE 



DATE 
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17-7 


[E] 


17-8 


[E] 


17-9 


[E] 


17-10 




17-11 


[E] 


17-12 




17-13 


[El 


17-14 


[EJ 


17-15 




17-16 




17-17 




17-18 




17-19 




19-1 




19-2 




19-3 




19-h 




19-5 




19-6 




19-7 




19-8 




21-1 


[E] 


21-2 




29-1 


[0] 


30-1 


[Cl 


30-2 


to] 


30-3 



TRAIMING TEST FOE: 

Signal company. Engineer special brigade (T/O&E II-537T) . 26 Feb 51 

Signal operation company (T/O&E 11-97-OS) . 26 Feb 51 

Signal construction company (T/08dE 11-27N) . 26 Feb 51 

Signal repair company (T/O4E II-IS7A) . 21 May 53 

Signal depot company {T/04E 11-128). 1* Mar 53 

SlRnal operation battalion (T/OtE 11-95)- 26 Feb 5I 

Signal construction iattalion (T/OiE 11-25) • 26 Feb 51 

Signal battalion, corps (T/O&K II-I5N) . 26 Feb 5I 

Headquarters and headquarters company, Signal base depot 15 May 53 
(T/O&E 11-592) • 

Signal base depot company (T/08tE 11-597). 18 May 53 

Signal base maintenance company (T/O&E 11 -587) . 25 Jun 5I 

Signal company, Service (Etf) (T/OSsE II-500) (Team composl- 16 Aug 5I 

tlon-AC, AG, 2AL, EB, GG, GT, IT, lU, 9SA, 3SH, SI, 3SK, 

SM). 

Headquarters and headquarters company. Signal support 20 Jun 52 

battalion (T/CSE II-II6). 

Signal support company (T/OStE II-II7). 5 Jan 53 

Headquarters and headquarters company. Signal groi^ 17 Sep 52- 

(T/O&E 11-22). 

Signal radio relay company (T/OiE 11-500). 17 Sen 52 

Signal long lines company (T/O&E H-5OQA, ItAA, AC, ItGH, 2GJ, 2 Jul 53 
6gK, 6GM, 3GN). 

Signal installation company (T/O&E II-5OQA, AC, GD, 2GJ, GP) . Ik Aug 53 

* Tank platoon, tank company, 90-mm gun or 120-mm gun 15 Feb 5^ 

(T/O&E 17-27 and 17-37). 

* Tank conrpany, 90-mm giin, and tank company, 120-mm gun Or 15 Feb 5^ 

90-mm gun (T/O&E 17-27 and 17-37). 

The reconnaissance platoon (t/O&E 17-57N) . 28 Feb 5I 

The reconnaissance company (T/0*E 17-57K) . 28 Feb 5I 

The reconnaissance battalion. Armored division (T/O&E 28 Feb 51 

17-'*5N). 

Eeconnaissance battalion, Amored Cavalry regiment (L) 28 Feb 5I 

(t/ose 17-51). 

* Tank battalion, 120-mm gun or 90-mm gun. Infantry and Air-" 15 Feb 

borne divisions and Armored Cavalry group (T/O&E 17-35). 

Tank platoon combat firing (T/O&E 17-37N) . 17 May 5I 

Tank company, Infantry regiment (T/O&E I7-37M) . 17 May 51 
Ohanses 1 

Amphibious tank battalion (T/o&E 17-II5). 1 Aug 5I 

Amphibious tank company {T/C6E 17-II7). 1 Aug 51 

Amphibious tank platoon (t/O&E I7-II7). 1 Aug 5I 

Amphibious tractor company (T/O&E I7-I27) . 1 Aug 5I 

Amphibious tractor platoon (T/OUtE 17-127) . 1 Aug 51 

Amphibious tractor battalion (t/O&E 17-125) . 1 Aug 51 

* Intelligence section, Amored division (T/O&E 17-1). 25 Jan 5U 

* Intelligence section, armored combat command (t/O&E 17-22A0). 25 Jan 5lt 
if Intelligence section. Armored Cavalry regiment (T/O&E 17-52A) . 25 Jan 54 

* Tfenk battalion, 90-mm gur. (t/O&E 17-25), and tank battalion, 15 Feb 54 

120-mm gun (T/O&E 17-35)- 

Military Police company (T/ttJ: 19-57) • S6 Feb 51 

Military Police company, post, camp, or station (T/o&E 26 Feb 5I 

19-217) . 

Military Police escort guard company (mobile) and (fixed) 26 Feb 51 

(T/O&E 's 19-1*7 and 19-2't7). 

Military Police prisoner of war processing company (T/O&E 26 Feb 5I 

19-237) - 

Military Police company Armored division and Infantry dl- 26 Feb 51 

vision (T/OSE 19-2711). 

Military Police company, corps or army (t/O&E 19-37) . 26 Feb 5I 

Military Police battalion (T/O&E 19-55) - 26 Feb 51 

Military Police battalion, army (T/o&E 19-35) - 26 Feb 51 

Physical fitness tost. 28 Feb 5I 

Individual proficiency in basic military subjects (AFF ATP I3 Nov 5I 

21-11 It) . 

Headquarters, base general depot (T/O&E 29-620-1) . 28 Feb 51 

[Classified] 9 Apr 52 

[Classified] 9 Oct 52 

[Classified] 9 Oct 52 
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ARMY TRAINING TESTS 



NO. 



TITLE 



DATE 



TRAIHIHG TEST FOR: 

kh-\ Antiaircraft Artillery gun 'battalion (go-ma) (T/08eE UU-I5) . 28 Fob 5I 

Changes 1 [R] 

Mv-2 Antiaircraft Artillery automatic vsaDona battalion (mobile) 28 Feb 51 

and (semlmohlle) (t/OSE UU-25). 
Changes 1 [R] 

Vi-i Antiaircraft Artillery automatic vaapone battalion (self- 28 Feb 5I 

propeUed) (l/Om 

Changes 1 [R] 

hk-k AntiWrcraft Artillery gun battalion (l20-mm)(T/08tE Ul^-115). 28 Feb 51 

Changes 1 [R] 

[R] M>-5 Antiaircraft brigade (group) (T/OM Ul*-101j T/OStE kk-12). 9 Sep 52 

[E] Airborne Antiaircraft battalion (T/O&E UU-275). 1 Aug 5I 

Changes 1 

[E] Antiaircraft Artillery operations detachmant {T/04E kh■.^) . 27 Deo 5I 

[E] kk-B Antiaircraft Artillery battalion (light (75-mii) mobile) Sk Jun 52 

(T/O&E W-35). 

55-1 Transportation truck company (t/O&E 55-17). 28 Feb 51 

[E] 55-2 Transportation heavy truck company (t/O&E 55-18). 28 Feb 5I 

55-3 Transportation car company (T/OI«E 55-19). 28 Feb 5I 

55-5 Transportation amphibious truck company (T/08sE 55-37) . 28 Feb 51 

55-5 Headquarters and headquarters and service company. Trans- 28 Feb 5I 

portation port battalion (T/08E 55-II6), and Transpor- 
tation port companies (T/OSE 55-117 and 55-llB) . 
55-6 Electric power transmission company, Transportation rail- 28 Feb 5I 

way operating battalion (T/O&E 55-217). 
55-7 Headquarters and headquarters company. Transportation rail- 28 Feb 5I 

vay operating battalion (T/O&E 55-226). 
55-8 Maintenance of way company. Transportation railvay opera- 28 Feb 51 

ting battalion (T/O&E 55-227) . 
55-9 Maintenance of equipment company, Transportation railway 28 Feb 51 

operating battalion (T/OSE 55-228) . 
55-10 Transportation railway operating battalion (T/O&E 55-229). 28 Feb 5I 

(E] 55-11 Headquarters and headquarters company. Transportation rail- 3 May 5I 

way shop battalion (T/O&E 55-236). 
[B] 55-12 Erecting and machine shop company. Transportation railway 3 May 51 

shop battalion (T/Offi 55-237). 
[E] 55-13 Boiler and smith shop compsiny. Transportation railway shop 3 May 51 

battalion (T/08iE 55-238). 
[E] 55-lU Car repair company, Transportation railway shop battalion 3 May 51 

(T/O&E 55-239). 

EE) 55rl5 Headquarters and headquarters company. Transportation major 16 Aug 51 

port (overseas) (T/OSE 55-110-1). 
[E] 55-16 Headquarters and headquarters company. Transportation 16 Aug 5I 

medium port (overseas) (T/OSE 55-120-1). 
[E] 55-17 Transportation floating spare parts' depot (T/O&E 55-3IOT) . 2? Aug 51 

[E] 55-18 Transportation staging area company (T/OS.E 55-H7). 13 Sep 5I 

[E] 55-19 Headquarters and headquarters company. Transportation 23 Nov 51 

military railway service (T/OSE 55-302) . 
[E] 55-20 Transportation base depot company (T/O&E 55.260). l8 Jan 52 

55-21 Headguarters and headquarters coiniany, Transportation railway 2 Jun 53 

grand division. 

55-22 * Transportation helicopter ooajiany (tentative T/OStE 55-57A^. 8 Apr ^ 
[R] 57-1 Air movement. 18 May 53 

57-2 * Intelligence section, airborne division (T/OiE 57-lA). 25 Jan 5U 



, GRAPHIC TRAINING AIDS (GTA). 



Unless otherwise indicated each Graphic Training Aid consists of a single chart 
or poster . 



NO. 



TITLE 



DATE 



3-1 
3-2 
[E] 3-3 
3-6 



Defense against CBR attack. [35 charts] 
* Things to do In a CBR attack. 

CHR decoutaffllnants. [Ik charts] 
•* tfarkings of U. S. Chemical munitions. [7 charts] 



Aug 52 
Jun 51* 
Oct 53 
May 51+ 
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GRAPHIC TRAINING AIDS 



NO. 



TITLE 



DATE 



[R] 
[R] 



[Rl 



3-7 

■3-8 
3-9 
3-10 

•3-11 

3-12 
3-13 
3-llt 
3-16 
3-17 
3-28 

U-2 

5-1 

5-2 

5-3 

5-1* 

5-5 

5-8 

5-9 

5-9-1 

5-9-2 

5-10-1 

5-10-2 

5-11 

5-12 

5-13 

5-11. 
5-15 
5-18 
5-19 
5-20 
5-22 
5-21* 
5-25 
5-26 



7-1 

7- 2 

[Rl 7-5 
[R] 7-7 

8- 1 

a-k 

8-5 
•8-11 

8-13 
8-15 
8-17 
8-23 
8-28 

8- 29 

9- 2 
9-3-1 
9-5 
9-19 
9-22 
9-21* 

•9-25 

[Rl 9-27 
[B] 9-28 

[El 9-29 
[E] 9-30 

[E] 9-31 
[El 9-32 



CBR duties of sentinels (Section I— Field sentinel; Section 
II--Protective shelter sentinel). [l6 charts] 

* Chemical hand grenade. [8 charts] 
•k Smoke pots. [6 charts] 

Floating smoke pot M4A2. 

Chemical and Incendiary bombs. [9 charts] 

Changes 1 
Airplane smoke tank MIO. 
Parts: airplane smoke tank MIO. 
Airplane smoke tank AM-M33A1. [4 charts] 

4.2-inch chemical mortar shell. 

1*. 2-inch chemical mortar shell. 

* Assembly and disassembly mat, portable flame thrower M2A1. 
Antiaircraft fire unit analyzers Ml (90-ram). 
Antiaircraft fire unit analyzer Ml (120-mm). 
Concealment and camouflage. (50 charts] 

Graphic portfolio on elementary map reading. [5I charts] 

Camouflage, series one. [10 posters] 

Camouflage, series two. [10 posters] 

Explosives and demolition. [85 charts] 

Knots. [26 charts] 

Barbed wire obstacles. [38 charts) 

* Common field fortifications. [1*1* charts] 

* Barbed wire obstacles. I 36 charts] 
Fixed bridge card. 

Floating bridge card. 

Tractor equipment maintenance charts. [12 charts] 

Map reading, coordinates scaloG and protractors. 

U.S. fuzes used to set oiff antipersonnel mines and booby 

traps. 
Demolition card. 
Dummy training compass. 
Advanced rigging. [38 charts] 
Land mines and fuzes ^ general. [36 charts] 

* U. S. land mines ^ fuzes and boobytraps . 

* British land mines, fuzes, and boobytrape. [51 charts] 

* Japanese land mines, fuses, and boobytraps. [18 charts] 

* Soviet land mines, fuzes, and boobytraps. [60 charts] 

* North Korean, Chinese Communist, and Soviet Satellite land 

mines, fuzes, and boobytraps. [1*0 charts] 
Rifle marksmanship. [53 charts] 
Scouting. [50 charts] 

Bieory of target grid system. [15 charts] 
Technique of indirect fire, 60-mm mortar. [20 charts] 
First aid. (1*6 charts] 
Malaria. [25 charts] 
This is shock. 
Typhus Is spread by lice. 
Don't be your own doctor. 
Beware, drink only approved water. 
Personal health. [36 charts] 
Malaria in your area; use GI repellent. 
Net profit (avoid malaria) . 
Dengue fever. 

U. S. rifle cal .30, Ml. [11 charts 

U. S. submachine gun cal .1*5, H3A1. [5 charts] 

Browning machine gun cal .50, M2. [13 charts] 

90-mm, AA gun mount Ml, leveling mechanism. 
Truck, 2 1/2-ton, 6x6, (MC, brake system. 
Bomb reconnaissance, do's and don'ts. [ 18 charts] 
Preventive maintenance, wheeled and half -tracked vehicles. 
[1*6 charts) 

75-miii shell, HE, complete round for 75-mm howitzer MlAl. 
155-mm shell, HE, MlOl. 

155-ram shell, HE, MI07 complete round for 155-mm howitzer. 

8-lnch shell, HE, MlOb, complete round for 8-inch howitzer ML. 
Projectiles for 105-rar. hovitzer, M2A1. 

Projectiles for 75-mm howitzer, MlAl. 



Aug 53 

May 51* 
May 51+ 
!*1( 

22 Deo 1*1* 

22 Hov kk 
22 Kov 1*1* ; 
21* May 1*5 ' 
1*7 
1*7 

May 5I* 
51 

27 Jan 1*1* 
Deo 51 
1*3 

20 Jul 1*1* 
25 Apr 1*1* 
1* Jan 1*1* 
Aug 51* 
Aug 51* 
17 Dec 52 
17 Dec 52 

20 Mhp kh 
Jun 53 
5 May 1*1* 



Jul 1*9 

Feb 53 

Apr 5I* 

Mar 51* 

Kov 53 

Apr 53 

Jan 51* 

Jul 1*7 
Aug 1*7 
53 
53 

Aug 50 
19 May 'lit 
1* Jul 1*1* 
kk 

12 Oct kh 
12 Oct kk 
Aug 52 
Jul 1*6 

Jul 1*6 

Aug 1*9 

28 Jan 1*1* 
18 Feb 1*1* 
30 Sep 1*1* 
8 Sep kk 

1*7 
1*7 

1*7 
1*7 

1*7 
1*7 



•No stocks — do not requisition. 



30 



GRAPHIC TRAIKING AIDS 



NO. 


TITLE 


DATE 


IE] 


9-33 


Projeotllee for 155-mm gun, MlAl. 


1*7 


[E] 


9-3'* 


Projectiles for 155-iDni howitzer, Ml. 


1*7 


[E] 


9-35 


gl*0-ium shell, HE, Mill*, complete roimi for 2l*0-raia howitzer Ml. 1*7 


[R] 


9-36 


Markings on 75-mi ammmltion, complete round semifixed. 


i>7 


[Rl 


9-37 


Ifarkings on 105-mm ammunition, complete round semifixed. 


1*7 


[R] 


9-38 


Functioning parts of fuzes, PB, M1*8A1 and M1*8A2. 


U7 


lEJ 


9-39 


Fuze, base detonating, M62 . 


1*7 


[R] 


9-1*0 


Projectile fixed, APC-T, M61, w/BDF M66A1 for 75-mm gun. 


1*7 


[Hi 


9 -in 


Shell, semifixed, HE, 105 -mm howitzer, M2A1 and Mlf, vlth 
supercharge . 


1*7 






[E] 


9-1+2 


Shot, fixed HTAP-T, M301*, for 90-mm guns. Ml, M2, M3. 

Fuze, BD, M66A1. 
Fuze, T&SQ, M5I*. 


1*7 


[E] 


9-1*3 


1*7 


[E] 


9-Ult 


U7 


\l\ 




Booster M21A2, M21A1*. 




[S] 


9-I4-6 


Hand grenades. 


1*7 


IKI 


y-47 


Kooket, HE, AT, 2.36-inoh, M6A5. 


1*7 


[R] 


9-l)-8 


U» S. antitank mines. 


^7 


[R] 


9-1*9 


Grenade, projection adapter Ml, assembled to Hk IX grenade. 


1*7 


[R] 


9-50 


Flare, trip, Ml*9. 




[E] 


9-51 


Fuze, flare, me Chan , time, MlllAl. 


1*7 




9-52 


Aiomunltlon chart for 3T— gun, M1A2. 


Feb 1*3 




9-5"* 


57 -mm and f^—nM rifles and other recollless weapons. 


Mar 1*9 




9-55 


Ammunition for 90-mm gun. Ml. 


Oct 1*3 




9-61 


Carbine, cal .30, M3 f disassembly mat). 


1*9 




9-63 


Launcher, rocket, 2.36", MI8. 


Aug 1*9 




9-65 


Ammunition chart for 60-mm mortars Ml and M2. 


Deo 1*2 




9-66 


Launcher, rocket, 3.5-lnchj M20 and MSOBl. 


Feb 51 






Engine group, automotive: 




9-101-1 


Two stroke cycle. 


Aug 51 




9-101-2 


Types of cylinder heads used in engines. 


Aug 51 




9-101-3 


Piston nomenclature. 


Jun 52 




9-101-1* 


Piston group. 


Aug 51 




9-101-5 


Valve group. 


Sep 51 




9-101-6 


Automatic hydraulic valve lifter. 


Jun 52 




9-101-7 


Engine tune-up cycle. 


Aug 51 




9-101-8 


Diesel combustion chambers. 


Oct 51 




9-101-9 


Diesel engine combustion chambers; typical designs.. 


A'og 51 




9-101-10 


The compression-ratio difference between compresslon- 


Oct 51 



ignition engines (dlesel) and spark-ignition engines 
(gasoline). 
Fuel system and carburetors, autoraotive: 

9-102-1 Fuel supply system and vacuum pump. Aug 5I 

9-102-2 Mechanical fuel punflp with hullt-ln filter. Aug 51 

9-102-3 Fuel pump, mechanical types. Feb 52 

9-102-1* Combination vacuum and fuel pump. Aug 51 

9-102-5 Fuel filter, truck, 2 l/2-ton, 6x6 (GMC). Sep 5I 

9-102-6 Governor, 2 1/2 -ton, 6x6 truck. Aug 51 

9-102-7 Three types of tube fittings used on oil and fuel lines. Sep 5I 

9-102-8 Fuel tank pressure filler cap; truck 2 1/2-ton, 6x6 (GMC). Oct 5I 

9-102-9 Air cleaners for vehicle engines. Aug 51 

9-102-11 Carburetor speed circuits (Carter). Oct 5I 

9-102-12 Main metering system, Stromberg carburetor. Jun 52 

9-102-13 Acceleration, Stromberg carburetor. Jun 52 

9-102-11* Idle system, Stromberg carburetor. Jun 52 

9-102-15 Power system. jun 52 

9-102-16 Truck, 2 1/2-ton, 6x6, cargo, M3I*, M35, M36: carburetor- Jan 53 

governor . 

9-102-17 Carburetor, Holley—power enrichment system, truck, 2 1/2- Jan 53 

ton, 6x6, cargo, M3li, M35, M36. 

9-102-18 Carburetor, Holley--maln metering system, truck, 2 l/2-ton, Jan 53 

b X 6, cargo, M3'*, M35, M36. 

9-102-19 Carburetor, Holley--idle fuel system, truck, 2 1/2-ton, Jan 53 

6x6, cargo, M3I*, M35, M36. 

9-102-20 Carburetor, HoUey- -governor valve assembly, truck, 2 1/2- Jan 53 

ton, 6x6, cargo, K31*, K35, M36. 

9-102-21 Carburetor, Holley— accelerating pump, truck, 2 1/2-ton, Jan 53 

6x6, cargo, M3I*, M35, M36. 

9-102-22 Truck, 2 1/2-ton, 6x6, cargo, M3I*, M35, M36; governor Jan 53 

system, air flow. 
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GRAPHIC TRAINING AIDS 



NO. 



TITLE 



DATE 



9-103-2 
9-103-3 
9-103-'* 
9-103-5 
9-103-6 
9-103-7 
9-103-8 

9-103-9 

9-103-10 

9-103-11 

9-103-12 
9-103-13 
9-103-1'+ 
9-103-15 
9-103-16 
9-103-17 
9-103-19 
9-103-20 
9-103 



pover train and brake system. 



13-21 



9-10l*-l 
9 -101* -2 

9-l0i*-3 
g-icik-k 
9 -101* -5 
9-l0i*-6 
9-10i*-7 

9-lOl*-8 

9-101* -9 

9-10l*-l0 

9-lW*-ll 

9-10lt-12 

9 -101* -13 

9-10l*-ll* 

9-IOU-15 

9-10l*-l6 

9-l0l*-17 

9-10i*-i8 

9-104-19 
9-104-20 

9-10l*-21 

9-101* -22 

9-10l*-23 

9-10l*-2l* 
9-10l*-25 

9-lO'*-27 
9. 101* -28 

9 -101* -29 



[R] 9-ICA-3O 
9-IOU-3I 

9,lOi*-32 



Brake systems, automotive: 

Truck, 2 1/2-ton, 616, cargo, 
typical hydraulic brake system. 
Diagram of hydraulic brake system. 
Master hydraulic brake cylinder. 
Operation of master cylinder brake. 
Sectional view of -wheel cylinder. 

Brake system, Hydrovac, second series, single released 
position. 

Hydrovac brake system (second series); applied position. 

Brake system, Hydrovac, second series, holding position. 

Hydrovac brake system (second series); relay valve— re- 
leased position. 

Hydrovac relay valve, applied position. 

Section through Hydrovac brake system. 

Schematic diagram of air-brake system. 

Air-brake system; typical truck-tractor. 

Air-brake system; typical semitrailer. 

Governor for air-brake system. 

Articulating link wheel brake. 

Electric brake. , , 

Truck, 2 1/2-ton, 6 j 6, cargo, M3l*, M35, M36, cylinder, 
brake, air-hydraulie. 
Ignition and electrical syatsm, automotive: 

Ignition system; primary circuit. 

Distributor, vacuum advance. 

Timer, distributor (schematic). 

Action of centrifugal governor. 

Engine, tank, E975-C1*; ignition system. 

Seotlonai view of typical spark plug. 

Path of heat conduction in spark plugs of different 
heat ranges . 

Induction coll with secondary winding next to core. 
Simple direct-current generator. 
Determining polarity of electro-magnet. 
Generator. 

Cranking motor, Delco-Bemy, todel 1108533 . 
Bendix-drive, velcoSeair , disassembly. 

Solenoid-operated overrunning clutch. 

Starting-switch solenoid circuit. 
Charging and starting system. 

Battery and generating system) meter and switch panel. 
Battery and generating system; generator regulator test con- 
nection. 

Battery and generating system; test Ko. 1, battery. 

Battery and generating system; voltage loss in generator and 

battery ground, test No. 2A. 
Battery and generating system; test Ho. 2A, voltage loss 

in charging circuit. 
Battery and generating system; test No. 2B, voltage lose 

in charging circuit. 
Battery and generating system; test Ho. 3i current 

regulator. 
Closing voltage, test No. U. 
Battery and generating system; 

regulator resistance load. 
Battery and generating system; 
Air-brake stop light svltch. 
Truck, 2 1/2-ton, 616, cargo, US'*, M35, M365 starter 

assembly — vaterproof system. 
Truck, 2 1/2-ton, 6x6, cargo, M3l*, M35, M36; regulator 

generator assembly- -waterproof system. 
Truck, 2 1/2-ton, 6x6, cargo, US'*, M35, M36; distributor, 

waterproof . 

Truck, 2 1/2-ton, 6x6, cargo, M3'*, «35) M36; wiring dia- 
gram — electrical system. 

Truck, 2 1/2 -ton, 6x6, cargo, M3l*, M35, M36; distributor, 
waterproof, venting. 



test No. ^A, voltage 
battery load. 



Oct 51 
Aug 51 
Aug 51 
Sep 51 

Aug 51 
Aug 51 
Aug 51 

Feb 52 
Aug 51 
Feb 52 

Sep 51 
Aug 51 
Aug 51 
Sep 51 
Sep 51 
Aug 51 
Feb 52 
Feb 52 
Jan 53 



Feb 52 
Feb 52 
Sep 51 
Sep 51 
Feb 52 
Sep 52 
Jun 52 

Sep 51 

Sep 51 
Sep 51 
Feb 52 
Feb 52 
Feb 52 
Feb 52 
Feb 52 
Sep 51 
Sep 51 
Feb 52 

Sep 51 
Feb 52 

Sep 51 

Sep 51 

Feb 52 

Sep 51 
Sep 51 

Sep 51 
Sep 51 
Jan 53 

Jan 53 

Dec 52 

Jan 53 

Jan 53 
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NO. 



TITLE 



DATE 



9-1U5-1 

9-105-2 
9-105-3 

9-105-5 
9 -105 -6 

9-105-7 
9-105-8 
9-105-9 
9-105-10 



9-106-1 
9-106-2 
9-106-3 
9-106-1* 
9-106-5 
9-106-6 
9-106-7 

9-107-1 
9-107-3 
9-107-1* 

9-107-5 
9-107-6 
9-107-7 



9-108-1 
5-108-2 
9-100-3 

9-108-lt 

9-109-1 
9-109-2 

9-109-5 
9-109-6 
9-109-7 

9-109-8 
9-109-9 

9-109-10 

9-109-11 

9-109-13 

9-200 

9-201 

9-202 

9-203 

9-201* 

9-205 

9-20T 

9-20B 

9-209 

9-210 

9-211 

9-212 

9-213 

9-211* 

9-215 
9-216 

9-217 



Steering gears, shock absorber, vheel aligiunent, and springs, 
automolilTe: 
Gear, steering, worm and roller. 
Gear, steering, worm and nnt. 
Worm and nut steering gear. 
Gear, steering, worm arid selector. 
Gear, steering, cam and lever. 
Ross steering meohanlsm. 
Improved Ackeman steering linkage. 
Front vheel alinement. 
Worm and nut steering gear. 

Bear spring Installation, 2 l/2-ton, 6x6, truck (OHC) . 
Transfer cases, universal Joints_, and differentials, automo- 
tive: 
Transfer case . 

Slip Joint and iiniversal joint. 
Constant -velocity universal joint. 
Constant -velocity universal Joint, BZEFPA type. 
Differential. 
Axle differential. 
Gears used in final c'liives. 
Gearshift, clutch, and winch, automotive: 
Gearshift on track and wheel vehicles. 
Winch system, truck, 2 1/2-ton, 6 at 6, GMC. 
Winch operation; reeling In winch cable, truck 8 l/2-ton, 

6x6, GMC. 
Types of winching. 

Winch system; truck, 2 l/2-ton, 6x6. CMC. 
Lever, power take-off; truck, 2 l/2-ton, 6x6, GMC; 
winch operation. 
Cooling systems, automotive: 

Engine cylinder; cooling of block and bead. 
Cooling of a cylinder. 

Cooling system, L-head engine, circulation diagram. 

Thermostat . 

Lubrication system and lubricants, automotive: 
Four functions of oil in automotive engine . 
Engine, automotive; truck, l/l*-ton, 1* x U; force-feed 

lubrication system. 
Oil filter. 

Puinp, oil, automotive engine; gear type. 

Bearings, engine, automotive; friction type bearings 

for different lubrication systems. 
Condition under which greases are commonly used. 
Texture characteristics of the most common automotive 
greases . 

Why different grades of oil are necessary for different 
bearing conditions. 

Lubrication, standard equipment. 

Brass fittings - compression type, 
delation of tube length and bore diameter. 
Interior of cannon bore . 
Secoil mechanism; throttling rod. 
Recoil mechanism; throttling grooves, 
Becoil mechanism; throttling bars. 
Inertia firing mechanism. 
Firing lock. 
Firing lock, MI3 . 

Automatic loader, UO-mm automatic gun. 
Eecoil cylinder f /77-mm tank gun. 
Fuze setter MI3, 90 -mm gun. 

Pressure control valve assembly; mount, gun, AA, 120-am, HI. 
Equlllbrator pressure control, 12O-11111 gun. Ml, and AA 
mount. Ml, 

Eecoil throttling valve mechanism assembly; mount, gun, 

AA, 120-mm, Ml. 
Jack, hydraulic; 120-mm AA gun mount. Ml. 
Eecoil mechanism, M3, regulator assembly; carriage, gun, 

155 -mm. Ml. 

Equillbrator, pneumatic; carriage, gun, 155-mm, Ml; 
carriage, howitzer, 8-ln, HI. 



Feb 52 
Feb 52 
Sep 51 
Feb 52 
Sep 51 
Feb 52 
Feb 52 
Feb 52 
Sep 51 
Sep 51 



Feb 52 

Sep 53 

Sep 51 

Aug 51 

Sep 51 

tbr 52 

Aug 51 

Sep 52 

Feb 52 

Feb 52 

Feb 52 
Feb 52 
Fob 52 

Sep 51 
Sep 51 
Feb 52 
Sep 51 

Jun 52 
Feb 52 

Sep 51 
Fob 52 
Feb 52 

Sep 51 
Sep 51 

Sep 51 

Sep 53 
Sep 52 
Jul 51 
Jul 51 
Aug 51 
Aug 51 
Auk 51 
AuR 51 
Auff 51 
Jul 51 
Aug 51 
Jul 51 

51 
Aug 51 

51 

Aug 51 

Jul 51 
Jul 51 

Jul 51 
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GRAPHIC TRAINING AIDS 



NO. 



TITLE 



DATE 



9-210 Recoil mechanism M3 for carriage, gun, 155-nim, Ml. 

9-219 Kecuperator and counterrecoil assembly, recoil mechanism, 

m8; howitzer, 2U0-mm, Ml. 
9-220 Eecoll cylinder, recoil mechanism, M8; howltser, 2>K3-iiiii, Ml. 

9-221 Equllibrator cylinder; carriage, howitzer, 2lt0-mm, Ml. 

9-222 Breech mechanism; howitzer, 105-mm, M2A1. 

9-223 Mount, gun, 90.mm, AA, M2; mechanism, recoil. 

9-22« Disassembly of breech mechanism, gun, 155.mm, M2. 

9-226 90.ram gun, breech mechaoism, right side elevation. 

9-227 Gun, 120-nm, M1A2, breech-meohanlsH assembly . 

9-228 Gun, 120-mm, M1A2 braecli functioning mechanism. 

9-229 Mount, gun, antiaircraft, 120-™, M1A2, leveling mechanism. 

9-230 Mount, gun, antiaircraft, 120-mm, MlAa, recoil mechanism, 

MI9. 

9-300 Quadrant, gunner's. Ml. 

y-301 Sight, Mit. 

9.UCO Types of grains; propelling charges. 

9-^01 Small-arms ammunition. 

y-Wd Grenades; types & characteristics. 

9-403 Chemical grenades. 

9-104 Mines, antipersonnel. 

9-U06 Small arms anmuDltioD, packing, cal .30. 

9-407 Small-arms anmuoition, packing, cal .50. 

- 9-40B Separate loading ammunition, complete round chart; I'J'i-mm 
howitzer, Ml, M2 . 

9-409 Shell, fixed, HE, M7I, smokeless [for] 90 -mm guns; w/fuzo MT 

MU3 -series or MTSQ, M502 or PD, M5IA5. 

9-410 Shell, HE, 75-oim, MU8, v/fuze, H), M5IA5. 
9-411 Shell, smoke, 105-mm, MM; with fuze PD, M57, for howitzer, 

105-mm, WAX, ML. 

9-412 Round, complete: Eholl, smoke (WPJ M64. 

9-413 Shell, semifixed, smoke, BE, M84, w/^uze, TSQ, M54, for 

105-iim howitzers, M2A1 and M4. 
9-4l4 Primers, percussion. 

9-415 Fuze, point -detonating, M52A1. 

9-4l6 Fuze, time, mechanical, M43 series & It^02 timing mechanism. 

9-417 Fuze, base-detonating, M60. 

9-418 Fuze, time & supsrquick, M77. 

9-419 Fuze, PD, M48A3, M51A5. 

9-420 Booster, M24B1. 

9-422 Fuze, point detonating, M8 & M9, unarmed. 

9-423 Fuze, point detonating, M8 & Mg, armed. 
9-424 Shell, chemical, M2A1, 4.2-lnch, mortar. 

9-425 Gun, 120-mm, M1A2, ammunition. 

9-500 Temper colors. 

9-501 Butt & fillet weld nomenclature. 

9-502 Polarity; direction of current flow. 

9-5O3 Reducing distortion and residual stresses. 

9-504 Methods of reducing distortion & residual stresses. 

9-505 Single-stage regulator. 

9-506 Oxygen regulator. 

9-600 U.S. carbine, cal .3O, Ml. 

9-601 Caliber .30 carbine, M2. 

9-604 Browning machine gun, cal .30, MI917AI. [10 charts] 

9-606 Browning automatic rifle, cal .30, M1918A2. 

9-612 75-mB recolllese rifle, M20. [11 charts] 

9-6l4 Blfle, automatic, cal .3D, Browning, H1918A2. 

9-615 Browning machine gun, cal .30, M1919A6. 

9-616 Rifle, U.S. cal .30, Ml (disassembly mat) . 

9-617 Pistol, automatic, cal .45, MI9IIAI. 

9-618 Gun, submachine, cal .45, M3AI. 

9-620 Pistol, automatic, cal .45, MI91I; safety lock mechanism. 

9-621 Pistol, automatic, cal .45, MI91IAI; function of grip 
safety. 

9-622 Pistol, automatic, cal .45. MI91I, MI91IAI; firins 
mechanism. 

9-623 Barrel & magazine groups; riot type Winchester shot-gun 

12-gage, M12. 

9-626 Itortar 4.2", M30. [7 charts] 

9-627 Hifle, 57-mm, M18, disasseinbly mat. 

9-628 Eifle, 75->">, T2IE12 and M20, disassembly mat. 
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Oct 51 
Jul 51 

Aug 51 
AUH 51 
Aug 52 
Aug 52 
Jun 52 
Sep 51 
Aug 53 
Sep 53 
Sep 53 
Sep 53 

Au« 51 
Jul 51 
Jul 51 
Jul 51 
Jul 51 
Oct 51 
Jul 51 
Feb 52 
Aug 51 
■il 

Feb 52 

Jul 51 
Jul 52 

Oct 51 
Jul 51 

Feb 52 

Jul 51 
Aug 51 
Aug 51 

Jul 51 
Feb 52 

Oct 51 
Sep 53 
Sep 53 

Sep 53 
Sep 53 
Feb 52 
Jul 51 
Sep 52 
Sep 52 
Jul 51 
Jul 51 
Aug 51 
Jun 52 
Sep 50 
Deo 52 
Aug 52 
Sep 53 . 

Mar 52 
Sep 52 



51 
Aug 51 

Au« 51 
Jul 51 

Jan 53 
Sep 53 
Sep 53 



GRAPHIC TRAINING AIDS 



NO. 



TITLE 



DATE 



10-1 Classes of supplies. Hov 51 

10-2 Safe handling of gasoline supplies. 22 Jan 

10-3(5) Fitting of clothing. May 51 

10-12 * Correct wearing of uniforms. [2 charts] Apr 53 

IO-I3 Cost consciousness program. [ 8 posters] Apr 53 

10- lli ■*r Preventive maintenance: Care of Quartermaster equipment. Dec 53 

[15 charts] 

11- 2 Basic signal communication chart. 1^9 
II-3 Central office pover equipment. Dec 52 
11-U * Electrical and radio fundamentals. [7 charts] Jul 5ij 
11-5 * Applied wire communication procedure. [6 charts] May 5^ 
11-8 * Wire communication equipment. [17 charts] Jul 5^ 
11-11 * Pole line construction. [6 charts] Jun 5^ 
11-12 ■* Transmission security. [6 charts] Jul 
11-13 * Communication center procedure. [11 charts] Jul 5"* 
17 -1 * Armored vehicle recognition. [20 charte] Apr 5^ 
20-1 Atomic weapons effect card. 

20-6 Chart I; Serving our country overseas. Chart II: Promote 52 

good relations abroad. To accompany DA Pamphlet 20-llfl^ 

Troop topic, "Serving our Country Overseas." 
20-7 Chart I: The soldier and the community. Chart II: Summary. 52 

To accompany XIA Pamphlet 20-11*2, Troop topic, "The Soldier 

and the Community." 
20-B You can't win but you can learn. To accompany DA Pamphlet 

20-l't3, Troop topic, "You can't win but you can learn." 

20- 13 * Chart I: Information and you. Chart II: Each level of command 5j 

has certain Information. 
ZO-lk * Chart I; Combat tools: organization and terrain. Chart II: 53 

How the "threes" work in battle. 
PO-100 Work simplification. [98 charts] Apr 52 

21- 10 Location of marking, Individual equipment. I* Apr '15 
21-I3 Food conservation; indoctrination of consumer personnel. Aug kl 
Zl-lk Food conservation; indoctrination of mass personnel. Aug U7 
21-22 The qualities of a family influence the entire community. 14-9 

(For use with Armed Forces Talk 287). 
•21-23 Some obligations of a oltlzenj every right Involves a U9 

responsibility. (For use with Armed Forces Talk 289). 
2I-2U Dictators take over when citizens neglect their duties. U9 

(For use with Armed Forces Talk 291). 
•21-26 City X; City Y. (For use with Armed Forces Talk 295). 1*9 

•21-29 Free enterprise - some pros & cons. (For use with Armed 1^9 

Forces Talk 3O2). 

21-3U (Phonetic alphabet) [Decal]. 52 

21-39 Physical conditioning, drill No. 1 "The Army dozen" --guer- Apr 53 

rilla e3iercises--grass drills as prescribed in FM 21-20. 
Nov 1950 & C-1, Oct 1951, prepared by the Physical Train- 
ing School, Fort Bragg, Worth Carolina. 
27-1 The Army summary court-martial. Army rules for imposing 5I 

non- judicial punishment for minor offense, (pocket size 
card) 

30-6 Know your ally, USSR; Red Army Insignia of rank, shoulder May k^ 

boards , and shoulder straps . 
30-7-1 * Know your Aggressor enemy. Jul 5IV 

30-7-2 * Know your Aggressor enemj'. Jul 
30-B U.S. Navy aircraft. jun 53 

30-9 U.S. Air Force aircraft. jun 53 

3O-IO USSR Aircraft. jun 53 

30-11 British aircraft. j^n 

30-12 Soviet SP guns. 5I 

3O-I5 Soviet tanks; T-3l)-(85) 85-mm gun; JS-3 155-ram gun; JS-2 51 

155 -mm gun. 
Changes 1 

3O-I6 Soviet antitank guns. 52 

35-1 Location of marking clothing Etf. k Apr 1*5 

38-1* Class I supply point. kk 

38-5 Open storage. 15 Dec 

ORD Charts 

IRJ Ammunition for 81 -mm mortar. Ml and M3. Jan 37 



•Mo stocks — do not requisition. 



35 



9. WAR DEPARTMENT AND DEPARTMENT OF THE ARMY POSTERS (WD, DA Posters). 



NO. 



TITLE 



DATE 



ENGINEER 

5-1 Operator's preventive maintenance chart - coal fired ranees 

firing instructions. 
5-2 Carton tetrachloride hand fire extinmlsher. 1 sallon tyne. 

5-3 Carbon tetrachloride hand fire eitln«uisher . 

5-U Carbon dioxide hand fire extin^5Ulsher. 

5-5 Foam hand fire extinguisher. 

5-6 Soda-acid hand fire BxtinBUisher. U6 

5-7 Water pump tank hand fire extinguisher. k6 

5-9 Fireman's performance chart; hand fired varm air furnace ; 

bituminous coal. 

5-10 Fireman's performance chart; hand fired warm air furnaces; 

anthracite buclrwheat. 
5-11 Fireman's performance chart; steam-heating boilers; bituminous 

coal. 

5-12 Fireman's performance chart; steam-heating boiler; anthra- 1*7 

cite buckwheat. 

5-13 Fireman's performance chart; hot vater heating boiler; bi- 

tuminous coal. 

^-Ik Fireman's performance chart; hot vater heating boilers; ^7 

anthracite buclnheat. 
5-15 Fireman's performance chart; No. 1 and Ho. k army space 

heating. 

5-lb Fireman's performance chart; dcmestic water heaters. kj 

5-17 Fire alarm in case of fire. 

5 -IS Danger; grind out every butt. 

5-25 Fire prevention. 

5-27 Water waste means water shortage. 

5-28 If not needed - off please. 

5-29 Close doors - protect food and save refrigeration - don't 52 

slam. 

5-31 ★ Fire safety is your job, too. Oct 54 

5-81 Motors, first echelon preventive maintenance. 

WAETERMASTER 

IO-I3 There's no guess work here, Watson. ky 

lO-lU Let's talk turkey; 

IO-I5 For good coffee, keep your equipment clean. uy 

10-16 There's no trick in making good coffee! 1,7 

10-17 The basic seven. 

IO-I8 Ride the gravy train to success. 

10-19 Start the day right. l^g 

10-20 Don't sell seasoning short. 

10-21 There is no magic in making a tempting salad; make them... 1+8 

cold. . .crisp. . .and colorful! 

10-22 Keep your men cool with cold suppers. 1,8 

10-23 Maintaining good cafeteria style messes can be a big Job. 1+7 

CHAPIAIH 

16-36 IX)ve thy neighbor. 52 

16-39 Thrift. 52 

l6-5o 'Trust. 53 

16-Itl Fair play. 

I6-U2 Hbrth flfeiitlng for. 

16-1*3 * Leaders set exan^les. 

GENERAL 



MERAL 

Use your army skill as a civilian, it pays off. 



53 



INDIVIDUAL SOLDIER 

21-12 Liberty is everybody's business. i^y 

21-15 Our bill of rights: Freedom of press la everybody's business. 50 

ness. 

21-16 Our bill of rights: Freedom of worship is everybody's biisl- 

21-17 Our bill of rights: Freedom of speech Is everybody's busi- 

ness. 

21-16 Our bill of rights: Trial by jury is everybody's business U7 

21-20 Essentials of national security: Education. 

21-21 Essentials of national security: III. Health. U8 

21-2U Essentials of national security: V. Development. 1*8 
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WAR DEPARTMENT AND DEPARTMENT OF THE ARMY POSTERS 



NO. 



TITLE 



DATE 



IHDIVirOAL SOLDIER— Continued 
21-31 Take time for tomorrov. 

21-32 * Hemagen bridgehead; the U. S. Amy in action.. (pride of ser- 

vice , No. l) 
21-33 Battle of the Philippine Sea. 

21-34 Raid on Ploesti. (Pride of service. Bo. 3) 

21-35 That's the one for me; hov about you? 

21-36 Why we fight for all the thinss we have. 

21-37 Merry Christmas, m6. (History of the U S Army, No. 1) 

21-36 The roaJ to Fallen Timbers. (Historj of the U S Army, No. 2) 

21-39 "Those are regulars, by God!" (History of the U S Army, No. 3) 

21-ltO "Remember your regiment." (History of the U S Army, No. 4) 

21-lH "First at Vicksburg." (History of the U S Army, No. 5) 

21-lta The rook of the Marne. (History of the D S Amy, Ho. 6) 

2I-U3 * "Follow me." (History of the U S Army, Mo. 7) 

21-44 Armed Forces insignia. 

21-45 Good marlvsoanshlp and guts! (History of the U S Army) 

21-46 Gatlings to the assault, U.S. Army in action. (History of the 

U S Army) 

21-47 * Breakthrough at Chipyong-ni. (History of the U S Army, No. 11) 

21-46 Knocking out the Moros. (History of the U S Army, Ko, 12) 

21-49 Learn while you serve. 

21-50 ♦ 1954 voting information for the Armed Forces. 

C 1 

21-52 Continue your education for a stronger America. 

21-70 * Go up the career ladder. 

21-71 It takes know hov to run our mUltory forces; study while in 

service 

21-73 "I'll *^'< (History of the U S Army, Ho. 13) 

21-74 * USAFI pays off big. 

21-75 * See your voting officer. 



4.9 

1 Apr 54 
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■50 
50 
52 
52 
52 
52 
52 
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1 Apr 



53 
53 

53 
53 
53 

53 

Jul 53 
13 Jul 53 

53 
53 
52 
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11. FIRING TABLES AND CHARTS (FT, TD, TjC). 



NO. 



TITLE 



DATE 



FT 



O.3O-A-4 



0.30-J-l 



0.50-H.l 



O.5OAA-T-I 



S2.36-B-1 
(abr) 
3.45-A-l 



Firing tables for gun, machine, cal .30, Browning, MI917 27 Oct 43 

and MI917AI; gun, machine, cal .30, Browning, M1919A4 
and (heavy barrel); firing cartridge, ball, cal .30, 
^a906 and cartridge, ball, cal .30, M2. 

Firing tables for gun, machine, cal O.3O, Browning, MI9I7AI; 1 Jan 44 
gun, machine, cal O.3O, Browning, M1919A4, M1919A5, and 
MI919A6. 

Firing tables for gun, machine, cal 0.50, Browning IC 19 Hov 42 

watercooled, heavy barrel and aircraft; firing cartridge, 

armor piercing, cal O.5O, M2, and cartridge, ball, cal 
0.50, M2. 

Firing tables; gun, machine, cal O.50, Browning, MS; firing 1 Ifab 46 
cartridge, armor-pierolng-incendiary, cal O.5O, MS. 
Changes 1, 2 

Firing tables; rocket, smoke, ¥P, 2.36-inoh, MIO; fired from 23 Mar 45 
launcher, rocket, 2.36-inch, M9AI. 

Firing tables for gun, Q.F. , 3.45-inch (British) 25 pr. , 29 May 42 

Mark II; firing shell, H.E., Mark ID, streamline; with 
fuze, superquick. No. II7; fuze, mechanical time. No. 
210; shell, E.E., Mark ID, streamline; with fuze, time 
(powder train) and superquick. Ho. 221; shell, chemical, 
Mark XD, streamline; with fuse, time (powder train) and 
superquick. Ho. 221. 
Changs 2 
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FIRING TABLES AND CHARTS 



NO. 



TITLE 



DATE 



U.2-B-1 Firing tables; mortar, ohemloal, lt.2-lnoh, M2; firing shell, 31 Oct 1*5 

k.2-liuA, chemical mortar M2 (PS, WP, L, CNS, C&, H and 
CNB); shell U.2-ineh, chemical mortar (HE), M3 (TMT); 
vlth charge, propelllne, 4.2-inch, chemical mortar H6, 

Changes 1 [E] 

U.2-B-l(abr) Firing tables for mortar, lt.2-lnoh, >E and M30; firing shell, 20 Sep 1*1* 
chemical, M2 w/fuzes: PD, m8 and M2; shell, HE, M3 w/fuzea: 
ED, M9 and M3; TSQ, H5j sheU, HE, M3A1(E68E2) v/fuzes: 
ED, «51A5; MTSQ, I©00; W, T226j vlth charge, propelling, 
M6. 

Changes 1 [K]- 

lt.5-A-l Firing tables for gun, I*. 5-inch, Ml; firing shell, HE, M65, 7 Apr 1*3 

with fuze, H), M51, and fuze, time, mechanical, M67. 
Changes 5 

Elt.5-C-2 Firing tables; rocket, HE, U. 5- inch, fired from 25 Not kk 

(abr) launcher, rocket, lt.5-inch, T27, T27B1, T27B2, 13!*, T3tel 

and T36. 

[E] Elt.5-D-3 Firing tables for launcher, lt.5-lnch, TIO6EI (modified) 21 May 51 

firing rocket, U.5-lnch, H16A1 and M16A2, with fuze, ED, 
M81; fuze, TO, MU02. 
Changes 1' 

[E] Sit. 5-0-1 Firing tables for launcher, '*.5", M21 (TI23); firing rocket, Ik Agr 53 
k.y , HE, TI6OE5 with fuze, PD, M8IAI, fuze, TO, Ml>02Al. 
lt.7AA-C-l Firing tables; gun, ft.T-lnch, AA, Ml, firing shell, HE, 20 Jan 

M73. (For use with MIO director) 
Changes 3 

8-1-1 Firing tables for gun, 8-lnch, Mk. VI modification 3A2; 5 Aug 41 

firing shell, HE, 2k0 lb., m03; shell, AP, 260 lb., 
Mk.Hj shell, TP, 260 lb., Mk.milj with fuze, PD, M5I, 
modification 1; fuze, ED, Hk.Z, 
Changes 2 

8-J-l Firing tables for howitzer, 8-inch, Ml; firing shell, HE, 1 Hot Ul 

MIO6 with fuze, PD, M5I. 
Changes 3, 5, 7 

8-L-2 Firing tables for gun, S-inch, Ml; firing shell, HE, MU)3; 25 Apr kk 

with fuze, PD, M51Al-mod.3 and >QU2-mod.3; fuze, time, 
mech., M67 and modifications. 
Changes 2 

16-E-l Firing tables for gun, l6-inch, Mk.II (BaTj) firing pro.lec- 1 Jun kS 

tile. A, P., 22U0-lb., Mk.U with fuze, B.D., Mk.X. 
•37AA-H-2 Firing tables; gun, automatic, 37-mm, M1A2; firing shell, I6 Jan Ul 

fixed, HE-T, MJlt; shell, fixed, TP-T, M55AI; shot, fixed 
APC-T, M59A1. 
Changes 2 

37-BA-2(abr) Firing tables for gun, 37-mm, m.9l6 on subcaliber mounts; 4 Jtej 44 

gun, subcaliber 37-mm, M12, MI3, T34 and T36; shell, fixed, 
practice, M63-mod.l (1.58-lb.); fuze, base, practice, M56; 
muzzle velocity, 1100 f/s. 

37-BJ-2(abr) Firing tables; gun, 37-ia, ItL9l6 on subcaliber mounts; gun, 7 Jul 45 
subcaliber, 37-mm, M12, M13, Ml4, MI5 and MI6; firing 
shell, fixed, practice, M92 (1.21-lb.); fuze, PD, M74; 
MV-1276 f/s. 

37-C-2 Firing tables; tube, subcaliber 1 pounder for guns, 5", 6", 12 Aug 4l 

8", 10", 12", and 14", firing shell, 1.1 lb. 
•37-S-3 Firing tables for gun, 37-mm, m6 (tank); firing shot, fixed, 24 Mar 44 

A. P.O., M51, f^lBl and M51B2; shot, fixed, A. P., M74; 
w/traoer shell, fixed, H.E., M63; with fuze, B.D., (^8. 
Changes 1 

4QAA-A-3 Firing tables; gun, automatic, 40-mm, Ml, and gun, dual, 29 Jan 46 

automatic, 40-mm, IE; firing cartridge, HE-T, SD, Mk.2; 

with fuzes, PD, Mk.27, M64A1, M71, or No. 251 Mk. 1; and 

cartridge, AP-T, nBl and tfiilAl. 
57-A-3(abr) Firing tables for gun, 57 -mm. Ml (antitank) --carriage, 57-mm, 14 Jan 44 

M1A2 and MIA3; cartridge, AP-T, M7O; MV-2950 f/s. 
57-0-1 Firing tables; gun, 57-nc, Ml (antitank) mounted on carriage, I9 Sep 44 

gun, 57-™, M2; firing cartridge, APC-T, M86 and cartridge 

HE-T TlBEl. 

[E] 57-E-3 (abr) Firing tables for rifle, 57-mm, MI8, MI8AI, and ri5El6- fir- 2 Jun 53 
ing cartridge, HE, M306AI, cartridge TP, M3C6AI. 

^o etocks--do not requisition. 
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FIRING TABLES AND CHARTS 



NO. 



TITLE 



DATE 



[E] 57-G-l (abr) Tiring tables for rifle, 57 -im, Ml8, MI8AI, and TI5EI6; fir- 2 Jun 53 

Ing cartridge, WP, M308A1. 
[El 60-A-5(abr) Firing tables for mortar, 6o-iiiin, MI9 and M2; flrl.ng shell, 8 Mar 5I 

HEj Mli9A2; shell, TP, M50A2j with fuze, PD, 1^2Alj fuze, 

PD, M52A1B1. 

[E] 60-C-3{abr) Plrlng tables for mortar, 60-ram, MI9 and VE; projectile, 10 Apr 51 

training, M69; muzzle velocity, I52.5 f/s. 
[El 60-F-U(abr) Firing tables for mortar, 60-iilm, M19 and M2; firing shell, 8 Mar 51 

■smoke, VfP, M3O2; with fuze, ?D, M82 . 
60-G-2'(abr) Firing tables for mortar, 60-Hm, MI9 and M2; firing shell, 5 Apr 51 

illuminating, M83AI; with fuze, time (fljed) M65AI; car- 
tridge, ignition, M5A1. 
60-J-l(abr) Firing tables; mortar, 60-mm, TI8E6; firing shell, HE, MU9A2 I9 Dec UU 
with fuze, PD, M52 and M52BI. 
[B] 6O-L-I Firing tables; mortar, to-mm, MI9 and M2; firing shell, HE, 8 Mar 51 

MUgAS; shell, practice, M5OA2; Bhell, smoke, WP, M3O2, 
shell, illuminating, M83AI; pro>ctlle, training, M69. 
T5-Ay-1 Firing tables; gun, 75-im, M3 and m6 (tank); firing pro- 26 Jun 45 

Jectlle, fixed, APC-T, M6I and M16a1j shell, fl»d, HE, 
MU8; shell, smote HC, BI, M89; shell, flied, smoke, WP, m6U. 
Changes 1, 2 

[B] 75-AY-l(abr Firing tables; gun, 75-iMi, M3> m6, and MI7; firing projeo- 29 Deo W 
tile, APC-T, m61 and M6lAlj shell, HE, MUBj shell, smoke, 
WP, M6U. 

75- HB-3(abr) Firing tables for rifle, 75mm, M20 (T25); firing cartridge, 20 Apr 51 

BE, M309 and M3O9AI; cartridge, TP, M309 and M309AI; 

cartridge, smoke, WP, M311 and M3IIAI. 
[B] 75-BE-l(abr) Firing tables for rifle, 75-m, M20 {T25) ; firing cartridge, I6 Jul 51 

HE, AT, M3IO and M3IOAI. 
[E] 75-BF-l Firing tables; gun, aubcallber, 75-mm, Mas, which is suboall- 17 Oct 51 

ber to giin, 155 -mm, M2; firing shall, flied, TP, KkS; 

shell, filed, HE, MI48. 

[S] 75-BH-2(ahr) Firing tables for gun, 75-mm, m6 and MI7; firing shot, AP-T, 12 May 53 
M33B shell, HEP, TI65EII. 
Firing tables for gun, 75-™, M3; firing shot, AB-T, M338. 6 Dot 53 

Firing tables for rifle, 75mm, M20; firing shell, HEP. 25 May 5-i 

T151E21. > "^v >J 

Firing tables; howitzer, 75-miD, mAl and M3; firing shell, 15 Jul Ul* 
HE, MU8; shell, HE, MlHAl; shell, HE, AT, M66; shell, 
smoke, WP, M6't; shell, smoke, FS, M6U . 
■* Changes 6, 7 

[E] 75-I-li(abr) Firing tables; howitzer, 75-mn;, MlAl, and M3; firing shell, 3O Sep kS 
BE, MH8; shell, HE, AT-T, M66; shell, smoke, WP, IS6k; 
shell, smoke, FS, M61|.. 

76- C-l Firing tables; gun, 76-im, MlAl, MIAIC and M1A2; firing pro- 1 Jun U5 

Jectlle, fixed, APC-T, M62 and M62A1; projectile, fixed, 
ilium., MK.21|- mod. 1, projectile, fixed, ilium., MK.25 mod. 
Ij shell, fixed, smote, WP T13E2; shell, fixed, HE, MUSAlj 
shot, fixed, HVAP-T, M93(Ti|E20) and Tlfi;i7; shot, fixed, 
HVTP-T, T2tel. 

[E] 76-C-l(abr) Firing tables for gun, 76-mm, MIAIO and M1A2; firing projec- 6 Sep 51 
tile, fixed, APC-T, M62 and M62A1; fixed, HE, Mlt2Al; shell, 
fixed, smoke, WP, M312; shot, fixed, HVAP-T, M93; shot, 
fixed, HVTP-T, M3I5 and M3I5AI. 

[E] 76-G-l(abr) Firing tables for gun, 76-mil, MIAIC and mA2; firing shell, 29 Jun 51 
HE, TSCEI; shot, HVAP-T, T29E15; shot, HVTP-T, T73. 

[E] 76-H-2(abr} Firing tables for gun, 76-mm, T91E3 (M32) ; firing shell HE, 6 Oct 53 
T61t, shell WP, TlltOES; shot AP, T128E6, shot HVAP-DS-T, 
M33I, shot HVAP-T, 166. 
8l-AD-l(abr)* Firing tables for mortar, 8l-mm, M29 and Ml on mounts, 16 Got 53 

mortar, 8l-nm, M23A2, M23A1, M23, Ml* and Mlj firing 
shell, WP, M57A1 and M57AIBI; with fuze, PD, M52A2J fin, 
Ml+Al; cartridge, ignition, M6; primer, percussion, M3U; 
increment, propelleat, H2A1. 
81^-1 (abr)* Firing tables for mortar, 81 -mm, »e9 and Ml on mounts, 16 Oct 53 

mortar, 8l-mm, M23A2, M23AI, VEJ, Kh and Ml; firing shell, 
IS, M57A1 and M57A1B1 with; fuze, TSQ, M77; fin, MUAI; 
cartridge. Ignition, m6; primer, percussion, M34; Incre- 
meat, propellent, M2A1. 



lEJ 
lEJ 



75-BI-lUhr) 
75-BJ-Habr) 

75-1-1* 
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FIRING TABLES AND CHARTS 



NO. 



TITLE 



DATE 



8l-AF-l(abr)* Firing tables for mortar, 8l-iim, M29 and Ml on mounts, 16 Oct 53 

mortar, 8l-inm, M23A2, M23A1, M23, Ml* and Ml; firing shell, 
IB, M57A1 and MSTAOBl; with fuze, PD, M52A2J fin, MllAl; 
cartridge, ienltion, VS; primer, percussion, M^k; incre- 
ment, propellent, M2A1. 

8l.AG-l(abr)* Firing ta'ules for mortar, 8l-iim, M29 and Ml on mounts, mor- 23 Apr ^ 
tar, 61 -mm, M23A2, M23A1, M23, Ml» and Ml; firing shell, 
HE, MU3AI and MU3Am; shell, W, Mlt3Al and M1*3A1B1; witli 
fuze, PD, M52A2S1; fin, M3; cartridge. Ignition, m8; pri- 
mer, percussion, Kih; increment, propellant, MlAl. 

8l-AH-l(abr)* Firing tables for mortar, Bl-om, M29 and Ml on mounts, mor- 23 Apr 5U 
tar, 81-mm, M23A2, M23A1, M23, Mil and Ml; firing shell, 
HE, M)t3Al and Mlt3A3Bl; shell, TP, Mlt3Al and MU3AIBI; vith 
fuze, PD, M52 BIO; fin, M3; cartridge, ignition, Jfi; primer, 
percussion, U'^h; Increment, propellant, MlAl. 
•61-B-3 Firing tables for mortar, Sl-nm, Ml, and mortar, trench, 10 

3-in., Mark IA2; firing shell, HE, MU3 and MUjj shell, 
practice, Mlt3; with fuze, JD, M52 and M53. 

8l-B-5(abr)* Firing tables for mortar, 8l-mm, M29 and Ml on mounts, mortar 23 
81-mm, M23A2, M23A1, M23, mU and Ml; firing shell, HE, 
MU3AI, and MU3AIBI; shell, TP, Mll3Al and MU3AIBIJ with 
fuze, PD, M52A2; fin, M3; cartridge,, ignition, m3j primer, 
percussion, M3't; increment, propellant, Mlfll. 

8l-C-4(atr)* Firing tables for mortar, 8l-mm, M29 and Ml on mounts. 

mortar, 8l-inn, M23A2, M23A1, M23, Ml* and Ml; firing 
shell, HE, M56AI, M56AIBI, M56A1B2 and M56AIB3; with 
fuze, PD, M52A2; fuze, PD, M52A2B1; fin, MWl; cartridge, 
ignition, m6; primer, perousBion, M3Uj increment, propel- 
lent, H2A1. 

Sl-r-2(abr) Firing tables for mortar, 8I-11B1, Ml, and mortar, trench, 

3-lnch, Mk IA2; projectile, training, M68; muzzle velocity 
172.8 f/s. 

Sl-I-l(abr) Firing tables; mortar, 3l-iiim, Ml «/extension Tlj firing 
shell, HE, Mlt3Al; «ith fuze, H), M52, M52B1 and M52B2. 

8l.H-l(abr)* Firing tables for mortar, 8l-on, M29 and Ml on mounts, 
mortar, 8l-fflm, M23A2, ^E3A1, M23, Mh and Ml; firing 
shell, WP, M57A1 and M57A1B1; with fuze, TSQ, M77; fin, 
MltAl; cartridge, ignition, M6; primer, percussion, M3I*; 
increment, propellent, H2A1. 

8l-S-2(abr)* Firing tables for mortar, 8l-on, M29 and Ml on mounts, 

mortar, 8l-mm, M23A2, M23A1, M23, MU and Ml; firing shell, 
HE, M56AI, M56AIBI, M56A1B2 and M56AIB3; with fuze, 
TSQ, M77; fin, MUAI; cartridge, ignition, M6; primer, 
percussion, M3U; Inorenent, propellent, M2A1. 

8l-T-2(abr)* Firing tables for mortar, 8l-mm, M29 and Ml on mounts, 
mortar, 8l-nm, M23A2, M23A1, M23, and Ml; firing 
shell, HE, M56AI, M56AIBI, M56iAlB2 and M56AIB3; with 
fuze, PD, M53A1J fin, MUAl; cartridge, ignition, m6; 
primer, percussion, ti3k; increment, propellent, M2A1. 
[EJ Bl-V-2 (abr) Firing table, mortar, 81-mm, M29 and mortar, 81-mm, Ml; fir- 
ing shell, illuminating, M3OIAI, w/fuze, time uhk. 

9OAA-B-3 Firing tables; gun, 90-™, AA, Ml, KLAl, and VE; firing 

shell, HE, M7I; projectile, APO-T, M82; shell, HVAP-T, 
M30li; shell, smoke, WP, M313. 
Changes h, 5, 7 

9QAA-B-5 * Gun, 90-iBii, Ml series on mount, AA, 90-mm gun, M1A2 and gun, 
90-mm, M2 series on mount, AA, 90-mm, gun M2A1; firing 
shell, HE, M7I; with fire control system, AA, M33C. 

90-0-3 Firing tables for gun, 90-mm, AA, Ml; firing shell, HE, M7I; 

with fuze , PD, MU8 and mods . ; fuze, time, mechanical, Kh^ 
and mods.; and projectile, APC, M82; shot, AP, M77. 
Changes 5 

90-F-2(abr) Firing tables; gun, 90-mm, M3, M3A1, and T8; firing projec- 
tile, APC-T, M82; shot, AP, M318 (T33); shell, HE, M7I; 
shell, smoke, WP, M3I3J shot, HVAP-T, M30lt; shot, HVTP-T 
M317, and M317AIJ shot, AP-T, M77; shell. HEAT-IB. T10aE3 
and TIOEEU. 



Sep 1*2 
Apr % 



l£ Oct ^3 



10 Jan kh 

11 Jan 1*5, 
16 Oct 53 



16 Oct 53 



16 Oct 53 



10 



Ik 



30 



10 



Jul 53 
Feb 1*1* 

Apr 51* 
Apr 1*1* 



22 Dec 50 



•No stocks— do not requisition. 
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FIRING TABLES AND CHARTS 



NO. TITLE DATE 

[E] gO-L-lCabr) Firing tables for gun, 90-irim, M3, M3AI, and T8; firing shot, ^^ Mar 51 
HVAP-T, M332 (T67E7) and M332BI (T6te6)j shot, HVTP-T, 
M333 (T83); shell, HEP, Tlll2E2. 
90-JI-0(abr)* Gun, 90-iiim, M36 and Vlhl; firing shell, HE-T, T9I; shell, WP, 18 Nov 53 

T92; shot, AP-T, T33E7; shell, HEP-T, T1U2E3. 
105-AH-2 Firing tahles for rifle, 105-iim, M27; firing shell, HE, 16 Apr 5I 

(abr) M323; shell, smoke, WP, M325. 

[B] IO5-AI-2 Firing tables; rifle, 105-imi, M27; firing shell HEP, M326. 30 Apr 51 

(abr) 

[E] 105-AK-l Jlrlng tables for rifle, 105-™, M27; firing shell, HE, 30 Apr 51 

(abr) AT, M321>. 

tB] 105-AL-l Firing tables for howitzer, 105-™, T96; firing shell, HE, 3I Jul 51 
(abr) Ml; shell, ohem. M6O; shell, smoke, BE, M8U; shell, smoke, 

colored, BE, M8U; shell, HE, AT-T, M67; shell, HE, AT, 
M67. 

tE] 105-AM-l Firing tables for hovltzer, 105mn, M2A1 and MU; firing shell I6 Apr 52 

(abr) HE, Ml; shell, chem, M60; shell, smoke, EE, Mbit; shell, 

HE, AT-T, M67; shell. HE. AT. M67; shell. HEP, T8IEI7. 
[E] 105-AN-l Firing tables for howitzer, 105iim, M2A1, MU and T96; firing I6 Apr 52 

(abr) shell, HEP, T81E28; shell, HEAT, TI3IE31. 

[E] 105-H-U Firing tables; howitzer, 105-iir, M2A1 and MU; firln« shell, 12 Jul 51 

HE, Ml; shell, ohemioal, M6O; shell, smoke, BE, M8U; 
shell, smoke, colored, BE, shell. Illuminating, M3I'*; 

shell, HE, AT-T, M67; shell, HE, AT, M67. 
Changes 2 

[E] 105-H-lt(abr) Firing tables for howitzer, 105-mii, M2A1 and Hk; firing shell 6 Jul 51 
He, Ml; shell, chemical, M6O; shell, smoke, BE, M8Uj shell, 
smoke, colored, BE, M81t; shell, lllumiiifltlng, M31UJ shell, 
HE, AT-T, M67; shell, HE, AT, M67. 
120AA-A-1 * Oun, 120iH antiaircraft, HI series firing shell, HE, H73 Z6 Har 5>» 

with fire control system, H}3D on mount, AA, 120-mm, MlAa 
(for use with M33 fire control system) . 
155-ft-2 Firing tables; howitzer, 155-mn, Ml; firing shell, HE, M107; 8 Apr hk 

shell, smoke MllO; shell, gas, persistent, n, MllO; shell, 
smoke, colored, BE, MII6; shell, illuminating, MII8BI. 

* Changes 5, 6, 9, 10 

155-S-2 Firing tables; gun, 155-mm, M2; firing shell, HE, MlOlj 3 Mar 1*1* 

shell, smoke, M101»; shell, gas, H, MlOlf; shell. Illumi- 
nating, MII8; shell, ohem, T179. 
Changes 10, 11 

155-T'-2 Firing tables for howitzer, 155-iiim, MI917, M1917A1 and M19I8; I6 Nov U3 

firing shell, HE, M102j shell, HE, Mk.lAlj shell, smoke, 
Mk.IIAl; shell, smoke, HS, MII5; and shell, smoke, WP, 
MIO5. 

Changes 2, 3, U 

155-Z-l Firing tables for gun, ISS-m, Ml and MlAlj firing projec- 22 Feb U3 

tile, AP, M112; with fuze, HD, M60. 
Changes 1, k 

2ltO-C-l Firing tables for howitzer, 2kO-m, ML; firing shell, HE, k Jun U3 

Mllltj with fuze, PD, M5IAI; fuze, time, mechanical, M67. 
Changes 2, 6 

[Cl 2S0-A-1 [Classified] 2 Oct 52 

* Changes 1, 2 

[H] 280-B-l Gun, 280-mm, TI3I; firing shell, HE, T122. 1 Apr 53 

R762-A-I * Launcher, 762-mm, truck-mounted, 301289, firing rocket, 762-mm, 26 Feb 
M31. 

* Changes 1 

[C] R762-B-1 * [Classified] 12 Aug 54 

TD 

lt.7AA-0-l Trajectory diagram for gun, U. 7-inch (120-mm), AA, Ml. 26 Oct U5 

9O-F-2 Trajectory diagram for gun, 90-mm, Ml, MlAl, M2, and M3. I6 Oct U5 

TJO 

8-J-l Trajectory chart for howitzer, 8-inoh, Ml. 1 Oct 1*5 

(A to G) 

S-L-2 Trajectory chart for gun, S-inch, Ml. 13 Sep U5 

(A to C) 

75-EB-l Trajectory chart for rifle, ^3-m, T21. 7 Aug U5 

1*1 



FIRING TABLES AND CHARTS 



NO. 



TITLE 



DATE 



75-I-U 

(A to D) 
[E] 105-H-lt 

(A to G) 

155-Q-2 

(A to G) 
155-S-2 

(A and B) 
2l|0-C-l 

(A to D) 
[E] 280-B-l 

(A to D) 



Trajectory chart for howitzer, "J^-vm, KL, MlAl, M2 , and M3. 

Trajectory chart for howitzer, lOJ-imi, >EA1 and Vk, firing 

shell, HE, Ml. 
Trajectory chart for hovltzer, 155-inm, Ml. 

Trajectory chart for gua, 155-*n, Ml and HLAl. 

Trajectory chart for hovltzer, Sto-nnn, ML. 



762 -A-1 



Trajectory charts for Run. 280.iiiiii. Till: flrlni? shell. hlKh 
explosive, T122; vlth fuze, point detonating, M5IA5, 
charge 1. 

* launcher, 762-om, truck mounted, XM289, firing rocket, 762-inm, 
M31. 



17 Oct 45 
25 Apr 51 

2 Oct U5 

18 Oct 45 
11 Sap U5 
1'5 Dec "52 

1 Deo 53 



12. JOINT ARMY-NAVY-AIR FORCE PUBLICATIONS (JANAP). 

For information on Joint Army-Navy-Alr Force Publications (JANAP), see 
JANAP 201(B), 29 July 1952 [Classified CONFIDEHTIAL] . 



13. ALLIED COMMUNICATIONS PUBLICATIONS (ACP). 

For information on Allied Connnuuicationa Publications (ACP), see 
JAHAP 201(B), 29 July 1952 IClaasified CONFIDEHTIAL]. 



SECTION II 



RESCISSIONS AND SUPERSESSIONS 



14. RESCISSIONS 

Publications rescinded since 1 Aug ^3. 

HO. MTE EESCINDED BY NO. DAIE RESCINDED BY 

a. Field Manuals I95I 

* 5 19 Feb 51 TC l-195lt 

★ 3-15 17 Feb l»l Cir 90-17-54 ★e 27 Feb 51 TC I-I95U 

★ 10-5 29 Apr 43 . Cir 3-17-51* *8 29 Mar 51 TC 1-195U 

* 30-21 22 Sep kk Clr 52-17 -5lt * 10 U Apr 5I TC 1-195!* 

■ * 11 12 Apr 51 TC I-I95U 

*13 8 May 5I TC l-igs"*- 

b. EOTC Manuals 21 25 Jul 5I TO l-igjl* 

* 25 27 Aug 51 TC l-lS^h 
None *33 19 Oct 5I TC 1-195't 

★ 3U 22 Oct 51 TC I-I95U 

★ 36 9 Nov 51 TC 1-195'> 

c. Training Circulars i, 38 23 Not 5I TC 1-195!* 

I9U6 1952 

8 30 Jul 1*6 TC 22-1953 ★ 21 9 May 52 TC 7-1951* 

191*9 

* 10 20 Jul 1*9 TC I-I95I* 1951* 



21* 18 Jun 52 TC 15-1953 

_J5l* 

★ 2 5 Feb 5I* TC 16-1951* 



1*2 



BO. 



HBSCIHGED BY 



d. Army Training Programs and Mo'blllzBtlon 
Training Programs 



★ 32-210 

★ 32-220 

★ 32-230 

★ 32.2U0 
UU-110 



17 Sep 51 
IT Sep 51 

6 Sep 51 
13 Sep 51 

6 Jun 52 



e. Programs of Instruction 
None 

f . Army Subject Schedules 
Bone 

g. Amy Training Tests 
Bone 



Clr 28-11 -5l(. 
Clr 28-11 -5l( 
Clr 28-11-51* 
Clr 28-11-51* 
Clr 115-11-53 



BO. 


DATS 


EESCraUED BY 


*20-9 


52 


Cir 99-V-54 


* 20-10 


52 


Clr IO7-IV-54 


* 20-11 


52 


Cir 107-17-54 


★ 20-12 


52 


Clr IO7-IV-54 


* 21-11 


27 Jun 45 


Cir 99-V-54 


★ 21-17 


51 


Cir 99-V-54 


★ 21-18 


49 


Clr 99-T-54 


★ 21-20 


51 


Clr 99-V-54 


★ 21-21 


49 


Clr 99-V-54 


★ 21-25 


49 


Clr 99-V-54 


★ 21-27 


49 


Clr 99-V.54 


★ 21-28 


49 


Clr 99-V-54 


★ 21-30 


49 


Clr 99-V-54 


★ 21-31 


6 Aug 51 


Clr 99-V-54 


★ 2I-32 


Sep 51 


Clr 99-V-54 


★ 21-33 


1 Oct 51 


Clr 99-V-54 


★ 21-35 


52 


Clr 99-V-54 


★ 21-36 


52 


Clr 99-V-54 


★ 21-37 


52 


Cir 99-V-54 


★ 21-38 


52 


Clr 99-V-54 


★ 31*, ORD 


chart Jan 37 


Clr 99-V-54 


*36 


4 Apr 45 


Clr 99-V-54 



h. Graphic Training Aids 1- Posters 

★ 9-302 Jul 51 Clr 45-11-54 * 21-51 Jun 53 Cir 6-V-54 

★ 10-3(1) 51 Clr IO7-IV-54 ★21-53 Jun 53 Cir 6-V-54 

★ 10-3(2) 26 Jun 45 Clr 107 -IV -54 ★21-72 Jul 53 Clr 6-V-54 

★ 10-3(3) 26 Jun 45 Clr 107 -W -54 

★ 20-2 51 Clr 107-IV-54 

*20-3 51 Cir 99-V-54 J. Firing Tables 

★ 20-4 51 Cir 99.V-54 

★ 20-5 Cir 99-V-54 8l-H.2(abr) I5 Deo 43 Clr 66-V-53 



15. CUMULATIVE LIST OF SUPERSEDED AND REDESIGNATED PUBLICATIONS 

Publications superseded since 30 January 1953 

BO. DATE snPEBSEDBB BY BO. DATE SUPERSEDED BY 

a. Field Manuals I95I 

★2 19 Jan 51 IM 6-74 

6-91 7 Jul 48 IM 6-90 ★15 24 May 51 OM 5-272 

* 6-130 3 Jun 48 IM 6-20 *'*0 19 Deo 5 1 FM 21-40 

★ 21-45 21 Oct 52 FM 21-40 

101-52 10 Dec 51 IM 101-51 1952 

101-53 29 Dec 52 IM 101-51 2 10 Jan 52 BE 95-I5.5 

101-54 2 AuR 50 IM 101-51 * 5 26 Feb 52 tC 24-1953 

10 ' 29 Feb 52 SB 95-15-5 

11 3 Mar 52 SB 95-15-5 

b. BOTO Manuals ★12 12 Mar 52 im 6-74 

★ 15 25 Mar 52 FM 21-11 

"one ★ 17 30 Apr 52 IM 21-40 

1953 

0. Training Circulars ^^-4 I3 Feb 53 IM 21-11 



1949 

★ 4 7 Mar 49 IM 5-I34 
1950 

8 7 Jun 50 FM 21-60 

★ 12 11 Sep 50 FM 21-40 
■ 17 12 Dec 50 TC 13-1953 



TM 8-230 
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HO. 



SUPERSEDED BY 



NO. 



SUPERSEDED BY 



d. Army Training Programs and Mobilization 
Training Programs 



h. Graphic Training Aids 



★ 5-222 

★ 5-231 

★ 5-239 

★ 7-300 



9-203 
9-300 
★ 17-300 



★ 17-301 

★ 21-110 

★ 28-200 

★ 30-202 

★ 30-203 

★ 30-201* 

★ 30-205 

★ 30-206 

★ 30-207 

★ l*lt-301 

★ i+i*-302 

★ Ult-310 
1U5-I 



15 Oct 53 
9 Sep 53 

29 Jul 53 
5 Sep 52 



23 Mar 53 
6 Apr 53 
3 Jul 53 



3 Jul 53 



20 Sep U-g 

21 Mar 50 
27 Mar 53 
30 Mar 53 

6 Apr 53 
30 Mar 53 
3 Apr 53 
2 Apr 53 
9 Mar 53 
10 Fat 53 
12 Feb 53 
10 Feb U9 



e. Programs of Instruction 
None 

f . Army Subject Schedules 
Bone 



A*P 5-238 
ATP 20-300 
ATP 20-301 
ATP 7-200 
ATP T-201 
ATP 7-202 
ATP 7-205 
ATP 7-206 
ATP 7-300 
ATP 7-301 
ATP 9-201 
ATP 9-201 
ATP 17-201 
ATP 17-202 
ATP 17-300 
ATP 17-211 
ATP 17-212 
ATP 17-301 
ATP 21-llU 
ATP I2-2OU 
ATP 30-201 
ATP 30-201 
ATP 30-201 
ATP 30-201 
ATP 30-302 
ATP 30-203 
ATP UU-300 
ATP Uli-300 
ATP ltll-300 
ATP IU5-I 
ATP 11*5-1-1 
ATP 11(5-1-2 
US? 1U5-1-3 
ATP 1I15-I-U 
ATP 11*5-1-5 
ATP 11*5-1-6 
ATP 11*5-1-7 
ATP 11*5-1-8 
ATP IU5-I-9 
ATP 11*5-1-10 
ATP IU5-I-II 
ATP 11*5-1-12 



5-6 


6 Nov 


1*3 


GTA 5-19 


5-10 


1 Feb 


1*9 


GTA 5-10-1 








GTA 5-10-2 


9-1 






GTA 9-600 


9-1* 






GTA 9-6ol* 


9-9 






GTA 9-101-6 


9-10 


10 Not 


1*3 


GTA 9-102-12 


Q-11 


10 Nov 




fJTA Q-inP 17 

V*A** y — J.WC— J.J 


0-12 


10 Nov 


I*'? 


^jr*« 7— J.U(;— J.** 


9.13 


10 Nov 


1*3 


GTA 9-102-15 


9-11* 


10 Mov 


1*3 


GTA 9-101-3 


9-16 


Mar 


51 


GTA 9-222 


9-17 


17 Jan 


1*1* 


GTA 9-223 


9-18 


17 Jan 


1*U 


GTA 9-221* 


9-20 


Mar 


51 


GTA 9-226 


9-56 




1*9 


*GTA 9-611* 


9-57 




!*9 


GTA 9-615 


9-58 




1*9 


GTA 9-616 


9-59 




1*9 


*GTA 9-617 


9-60 




U9 


*GTA 9-618 


9-61* 




50 


*GTA 9-601 


35, ORD chart 




«GTA 9-65 



i. Posters 
None 

J. Firing Tables 

57-E-l(abr) 1 Jun 1*5 

57-P-2(abr) 2 Jun 52 

75-H}-l(abr) 7 May 5I 

75-BH-l(abr) 2 Apr 52 



76-H-l(abr) 
* 81-B-!*(abr) 



2 Apr 52 
9 Jan 1*5 



★ 81-C-2 3 Hov 1*2 

*8l-C-3(abr) 21* Feb 1*5 



* 8l-S-l(abr) 20 Jul 1*1* 



*81-T-l(abr) 17 
81-V-l(abr) 6 



Apr 1*5 
Jun 1*5 



FT 57 -E 
FT 57 -G 
IT 57 -E 
FT 57 -G 
FT 75 -BH 
FT"75-BH 
IT 75 -BI 
FT 76 -E 
IT 81 -AG 
FT 81-AH 
FT 81 -B 
IT 81 -C 
IT 81-AD. 
FT 61 -AF 
FT 81 -C 
FT 
IT 

FT 81 -T 
IT 81 -T. 



■3tabr) 
■l(abr) 
■3(al:r 
•l(abr) 
■2(abr) 
.2(abr) 
■l(abr) 
■2Cabr) 
•l(abr) 
■l(abr) 
-5(abr) 
•3(abr) 
-l(abr) 
■l(abr) 
-l*(abr) 
81-N-l 
ei-S-2 
-2(abr) 
.2(abr) 



g. Army Training Tests 
None 
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SECTION 111 



ALPHABETICAL INDEX 



AAAIS 

see Antiaircraft Artillery intelli- 
gence service 

Abbreviations 21-30 
Topographic FM 21-31 

Absence without leave 

Forfeiture of pay and allowances 

ROTCM ll)-5-95 

Absences authorized 

Types of leave ROTCM llt5-95 

Accessories 

Kifles, 75-oim, M20 GTA 9-6l2 

Administration 

Military FM 100-10 

ROTCM 11*5-95 

Administrative services 

Dept of the Army 

Mission; functions ROTCM 11*5-70 

Aerial delivery 

Parachutist's combat load ^ 15-1953 

Personnel TO 19-1951* 

Aerial delivery systems 

C-82A monorail TC 23-1952 

Aerial photographs 

see Photographs, Aerial 
Agents 

Chemical; biological; radiological 
Classification, identification; 

detection FM 21-40 

Agents, Counterintelligence 
Individual training program 

ATP 30-110 (Mbl) 

Aggressor enemy 

Armies and corps GTA 30-7-2 

Rank and grade GTA 30-7-1 

Aggressor forces 

Order of battle m 30-103 

Organization ' FM 30-101 

Representation FM 30-lOU 

Tactics; techniques FM 30-102 

Uniforms; insignia FM 30-101 

Air chemical attack 

San^le plan FM 3-6 

Air cleaners 

Vehicle engines GTA 9-102-9 

Air defense 

Employment of AA guns 

Basic tactical principles TC 6-I952 
Bnployment of 75 -na, AA guns 

TC I6-I953 

Air -ground operations 

Organization; command FM 31-35 

Air movement 

Training test AIT 57-1 

Air operations 

Chemical warfare 

Use and characteristics of munitions 
FM 3-6 

Air power 

Command; employment FM 100-20 

Airborne operations 

Joint ei^loyment FM 57-30 

Preparation; execution FM 57-20 

Tactics; techniques FM 57-30 

Use of gliders TC 18-1952 

Airborne units 

Divisional units 

Tactics; techniques FM 57-20 



GTA 30-11 
FM 5-20E 
FM 21-80 
GTA 30-9 
GTA 30-8 

GTA 30-10 

FM 20-100 
FM 20-100 



FM 5-20E 
FM 5-10 



Aircraft 

British Army 

Camouflage 

Recognition 

U.S. Air Force 

U.S. Ifevy 

USSR 
Aircraft, Army 

Employment 

liOading; transporting 
Airdromes 

see Airfields 
Airfields 

Camouflage 
Airstrips 

Construction; maintenance 
Allotments 

Classification ROTCM IU5-95 

Alphabet, Phonetic GTA 21-31* 

Ambulance service 

Helicopter TC 32-1952 

Ambulance train. Rail 

Training program AIF 8-208 

American Association of Railroads 

Operating rules FM 55-56 

American military history 

see Military history: U S 
Anmunltion 

75 -ran 

Markings GTA 9-36 

81 -mm mortar 

Ml; M3 [GTA] ORD Chart 26 

90-m& gun 

Ml GTA 9-55 
105-ma 

Markings GTA 9-37 

120-iiim gun, M1A2 GTA 9-1*25 
Complete roijnd chart 

Separate loading GTA 9-1*06 

Primers, percussion GTA 9-1* ll* 

Small-arms GTA 9-1*01 

Types FM 17-12 

Ammunition (cal .3O) 

Packing GTA 9-1*06 

Ammunition (cal .50) 

Packing OTA 9-1*07 

Ammunition chart 
37-mm gun 

M1A2 GTA 9-52 
60-mm mortar 

Ml GTA 9-65 

M2 GTA 9-65 

Ammunition service 

Theater of operations 

Logistics FM 9-6 

C^eratlng procedures ' YU 9-6 

Aiq>hiblous operations 

Assault landings FM 60-5 

Embarkation; ship loading FM 60-30 
Analysts, Civilian operations 

Accon5)anying US Forces in the field 

Regulations FM 30-27 
Analyzers, AA fire unit 
90-mm 

Ml GTA 1*-1 
120-mm 

Ml OTA l*-2 
Animals, Vfeiter 

Recognition; protection against 

FM 21-22 
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Antiaircraft Artillery 

see Artillery, AA 
Antiaircraft artillery crewmen 

MOS technical training ASubjScd kk-1 
Antiaircraft Artillery intelligence ser- 
vice 

Operations room FM hk-8 

Antiaircraft Artillery units 
Formations; inspections 

Preparation; execution FM kk-20 

Antiaircraft Operations Center 

Organization and operation TC 28-1951 

Antiaircraft operations room FM hk-6 

Antipersonnel mines 

Fuzes GIA 5-13 

Arctic operations 

Administration FM 31-72 

Basic manual FM 31-70 

Camouflage FM 5-20 

Concept FM 31-71 

Engineer field units FM 5-6 

Arctic regions 

Characteristics; pecularitles FM 31-71 

Climate; geography FM 31-72 

Armed Forces 

Joint actions FM 110-5 

Armed Forces, Joint 

Activities FM UO-5 

Armed Forces Talk 
Ho. 287 

Family Influences OTA 21-22 

No. 289 

Citizen obligations OSA 21-23 
Ho. 291 

Dictators V8 citizens OTA 21-2U 
Ho. 295 

City X; City Y OTA 21-26 
No. 302 

Free enterprise GTA 21-29 
Armored division 

Logistics FM 17-50 

Tactical employment FM 17-100 
Armored Infantry 

see Infantry, Armored 
Armored Units 
Combat 

Firing FM 17-15 
Army-Bavy equipment 

Designations FM 21-30 

Arny organization FM 21-13 
Army Quartermaster 

Duties; responsibilities FM 10-17 
Artillery 

Camouflage FH 5-20D 

General characteristics FM 6-20 
Organization; responsibilities FH 6-20 

Artillery, AA 

'Automatic veapons 

Tactics FH kliS 

Camouflage FM 5-2aF 

Employment FM UU-1 

Guns {90-mm or 120-mm) FM kk-U 
Information service TC 28-I95I 

Tactics; techniques FM 6-20 
Use if Field Artillery missions FM 6-I1O 

ArtiUery, Field 

Gunnery FM 6-ltO 

Tactics; techniques FM 6-20 

Artillery, Pack 

Tactical employment FM 6-110 

Artillery fire 

Adjustment by combat soldier FM 6-I35 

Artillery veapons 

Classification Fit 6-20 



Artillerymen 

Examinations FM ltU-19 

Assemblies, Breech-mechanism 

120-mm gun 

M1A2 GTA 9-227 

Atomic explosions 

Effects FM 5-15 

Atomic warfare 

Combined arms units TC 33-1952 

Doctrine TC 33-1952 

Atomic weapons 

Characteristics FM 9-kO 

Disposal FM 9-ltO 

Atomic weapons affect card GTA 20-1 

Attacks 

Fortified areas FM 31-50 

Towns FM 31-50 

Auto maintenance teams 

Training objectives TC I6-I95I 

Aviation 

Special staff sections 

Division, Corps, Army levels 

TC 15-195"* 

Aviation, Army 

Tactics; techniques FM 20-100 

Transportation Corps maintenance units 
(field Army) TC ll*-1954 

Aviation section 

Inspection, Command 

Checklist FM 20-100 

Aviators, Army 

Training FM 20-100 
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EaUistlcs 

see also Gunnery 

Field Artillery gunnery 
Sand instruments 

Care; repair 
Band training 

Advanced individual phase 
Bandages 

Types; uses 
Bands, Military 
Bands , Organizational 

Dance music ASubJScd 12-8 

Drum najoring ASubJScd 12-11 

Ear training and dictation 

ASubJScd 12-4 
Instrumentation ASubjScd 12-10 

Instruments: care; maintenance 

ASubJSch 12-9 
Music library procedures ASubJScd 12-12 
Organization; mission ASubJScd 12-1 
Rehearsal ASubJScd 12-7 

Scales: major, minor 

Becognition; construction 

ASubJSch 12-3 

Training program ATP 12-203 

Bands, Separate 

Dance music ASubJScd 12-8 

Drum majoring ASubJScd 12-11 

Ear training and dictation 

ASubJScd 12-4 
Instrumentation ASubJScd 12-10 

Instruments: care; maintenance 

ASubJScd 12-9 
Music library procedures ASubJScd 12-12 
Organization; mission ASubjScd 12-1 
Rehearsal ASubJScd 12-7 

Scales: Major, minor 

Recognition; construction 

ASubjScd 12-3 
Training program ATP 12-203 



FM 6-UC 

FM 12-50 
TC 25-1952 

FM 8-50 

FM 12-50 
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Barrier plans 

Formulation; employment TC 9-195^ 

Base depot companies, Chemical 

see Con^anies, Chemical base depot 
Battalions 

see also Units 
Battalions J Amphibian tank 

Training program MTP 60-1 

Battalions, Anphiblan tractor 

Training program MTP 60-1 

Battalions, Antiaircraft 

Training program ATP Ul|-300 

Airborne 

Training test ATT U4-6 

Battalions, Automatic weapons 
Antiaircraft artillery 

Training test ATT hk-Z 

ATT Wt-3 

Battalions, Automatic veapons (self-pro- 
elled) 

Antiaircraft Artillery (divisional) 

Training program ATP Ul»-300 

Antiaircraft Artillery (nondivisional) 
Training program ATP kk-SOl 

Battalions, Automatic weapons (towed) 
Antiaircraft Artillery (nondivisional) 
Training program ATP Wt-302 

Battalions, Automotive maintenance 
Ordnance 

Training test ATT 9-26 

Battalions, Aviation 
Engineers 

Training program ATP 5-303 

Training test ATT 5-12 

Battalions, Boat 
Transportation 

Training program ATP 55-308 

Battalions, Boat maintenance 
Transportat ion 

Training program ATP 55-309 

Battalions, Camouflage 
Engineers 

Training test AIT 5-95 

Battalions, Chemical 

Organization: mission; functions 

FM 3-80 

Battalions, Combat 
Engineers (amiy) 

Training program 

Training test 
Engineers (divisional) 

Mission; organization 
equipment 

Training program 

Training test 
Engineers (infantry division) 

Communications 
Battalions, Construction 
Engineers 

Training program 

Training test 
Signal 

Training program 

Training test 
Battalions, Engineer 
Airborne division 

Communications 
Armored division 

Communications 
Organization; functions 
Battalions, Engineer (airborne) 
Training program 
Training test 



ATP 5-301 
AIT 5-15 

operations; 

FM 5-132 
ATP 5-300 
ATT 5-13 



FM 



ATP 5-312 
ATT 5-7 

ATP 11-302 
ATT 11-10 



FM 7-2U 

FM 17-70 
FM 5-5 



Battalions, Engineer (armored) 

Tactics; techniques FM 17-^5 

Training program ATP 5-302 

Training test ATT 'i-lk 

Battalions, Field Artillery 

lt.5-ineh rocket TC 28-1952 

Classification; tactics; techniques 

FM 6-101 

Organization; functions FM 6-101 

Battalions, Fire ai^ort 
Field artillery 

Training test ATT 6-5 

Battalions, Firing 
Field artillery 

Training test ATT 6-2 

Battalions, Gun 

Antiaircraft Artillery (nondivisional) 
Training program ATP W-3IO 

Battalions, Gun (75-mm) 
Antiaircraft artillery 

Training test ATT hh-B 

Battalions, Oun (90-mm) 
Antiaircraft artillery 

Training test ATT Mt-1 

Battalions, Gun (90 or 120 -mm) 
Antiaircraft Artillery 

Ihetics; techniques IM w-U 

Battalions, Oun (120.nm) 
Antiaircraft artillery 

Training test ATT W*-U 

Battalions, Gun (260-mm) 

Employment in atomic fire support 

^ TC 16-1952 

Organization; employment TC 3-1952 
Battalions, Heavy construction 

Signal ™ 11-130 

Battalions, Infantry 

Airohibious operations „ ^„ » 

Tiaining ™ ^0-5 

Armored division ™ 17 70 

Communications J-f-lu 
Mission, con?)OSltion, enployment 

FM ( -cU 

Training test ATT 7-26 

Battalions, Infantry (armored) 

Characteristics; eii5)lx)yment; organiza- 
tion ^ 7-17 

Training program ATP 17-307 

Training test ATT T-'* 

Battalions, fblntenanoe 

Ordnance „ n, 

Training test ATT 9-11* 

Battalions, Maintenance (Base armament) 

Ordnance 

Training test ATT 9-25 

Battalions, Medical 

Airborne division .™, o 11. 

Training test ATT 8-lU 

FM 7-2"* 



Communications 
Infantry division 
Training test 



ATP 5-303 
ATT 5-16 



ATT 8-2 

Training programs ATP 8-3OO 
Battalions, Medical (airborne) 

Training programs ATP 0-3UO 
Battalions, Medical • (armored) 

Gaining program ^ 8-11 

Training test AIT 0-i.l 
Battalions, Military Police 

*^™Trainlng test ATT I9-8 

Training program ^^oi^Tl"? 

Training test ATT 19-7 
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Battalions, Missile (CORPORAL) 
Field Artillery 

Employment in atomic fire support 

TC 5-195'' 

Battalions, Mortar 
Chemical 



FM 3-20 
ATT 3-5 



Tactics; technique 
Training test 
Battalions, ObaervatlOD 
Field Artillery 

Organization; duties of personnel; 
training; tactical employnent 
FM 6-120 

Training program ATP 6-301 

Training test . ATT b-h 

Battalions, Operation 
Signal 

Training test ATT 11-9 

Battalions, Port 
Transportation 

Training program ATP 55-303 

Battalions, Railway operating 

Transportation Corps YU 55-55 

Battalions , Railvay shop 

Organization; functions FM 55-60 

Battalions, Reconnaissance 
Armored Cavalry 

Training program ATP 17-301 

Armored Cavalry regiment FM 17-95 

Training test ATT 17-6 

Armored division FM 17-35 

Communication FH 17-70 

Training test ATT 17-5 

Training program ATP 17-301 

Battalions, Replacement (USAR) 

Unit training program ATP lltO-201 

Battalions, Rocket 
Field artillery 

Training program ATP 6-302 

Training test ATT 6-3 

Battalions, Shore 
Bnglneers 

Training program ATP 5-313 

Training test AIT 5-38 

Battalions, Signal 

Corps or airborne corps 

Training program ATP 11-300 

Training test ATT 11-11 

Battalions , Smoke generator 

Chemical FM 3-50 

Battalions, Tank 

Airborne division FM 17-33 

Armor 

Training program ATP 17-300 

Armored cavalry group FM 17-33 

Training test ATT 17-7 

Communications FM 7-2l^ 

Infantry division FM 17-33 

Training program ATP 17-300 

Battalions, Tank (90-mm gun) 
Armored 

Training test ATT 17-19 

Armored, Infantry division 

Training test ATT 17-7 

Battalions, Tank Cl20-mm gun) 
Armored 

Training test ATT 17-19 

Armored, Infantry division 

Training test ATT 17-7 

Battalions, Tank (amphibious) 

Training test ATI 17-10 

Vehicle characteristics FM 17-3^ 



Battalions, Tank (heavy) 

Armored division FM 17-33 

Communicatioiis FM 17-70 

Battalions, Tank (medium) 

Armored division FM 17-33 

Communications FM 17-70 

Battalions, Topographic 

Engineers ATT 5-3 

Engineers (army) 

Training program ATP 5-3''0 

Battalions, Tractor (aii5»hibio\ifl ) 

Vehicle oharacteristios FM 17-3'* 

Training test ATT 17-15 

Batteries, Automatic weapons (mobile) 
Antiaircraft Artillery (Reserve) 
Manpower training guide 

ATP l35-8l*lt-6 
Batteries, Automatic weapons (self-pro- 
pelled) 

Antiaircraft Artillery (Reserve) 
Manpower training guide 

• ATP 135-8^^-8 

Batteries, Field Artillery 

Organization; sv^ply; maintenance; 

einployment FM 6-lko 

Types FM 6-lltO 

Batteries, Firing 
Guns, d-ln 

Ml FM 6-95 

Guns, 155-KI>>> 

M2 FM 6-87 

FM 6-91 

Guns, 280-mm 

T-131 FM 6-96 

Howitzers, 8-ln 

M2 FM 6-87 

FM 6-90 

Eovitzers, 105-mm 

M2 series FM 6-75 

M2A1 FM 6-71* 

Mlf FM 6-76 

Howitzers, 155-imii 

Ml FM 6-81 

FM 6-62 

Howitzers, 2U0-nm 

Ml FM 6-95 

Batteries, Gun 
Field artillery 

Training test ATT 6-1 

Batteries, Gun (90-mm) 

Antiaircraft Artillery (Reserve) 
Manpower training guide 

ATP 135-8Vt-U 

Batteries, Gun (l55-mm) 

Field Artillery battalion (Reserve) 
Manpower training guide 

ATP 135-806-17 

Batteries, Headquarters 

see Headquarters and headquarters 
batteries 
Batteries, Howitzer 
Field artillery 

Training test ATT 6-1 

Batteries, Howitzer (105-mm) 

Field Artillery battalion (Reserve) 
Manpower training guide 

ATP 135-806-2 
Field Artillery battalion, armored, 
(Reserve ) 
Manpower training guide 

ATP 135-806-10 

Batteries, Howitzer (155-mm) 

Field Artillery battalion (Reserve) 
Manpower training guide 

ATP 135-806-7 
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Batteries, Howitzer (l55-imii) --Continued 
Field Artillery battalion, armored, 
(Reserve) 
Manpower training guide 

ATP 135-806-13 

Batteries, Obseruation 
Field Artillery 

Organization; duties of personnel; 

training; tactical enq^loyment 
m 6-120 

Field Artillery battalion, otservation 
(Reserve) 
Manpower training guide 

ATP 135-806-20 

Batteries, Rocket 
Field artillery 

Training test ATT 6-3 

Batteries, Rocket (762-iim) 
Field Artillery 

Employment in atomic fire support 

TC U-195lt 

Organization; employment TC 3-195'' 
Batteries, Searchlight 
Field Artillery 

Training program ATP 6-3OU 

Training test ATT 6-6 

Batteries, Service 

Field Artillery battalion, armored, 

105- or 155-mm howitzer (Reserve) 
Manpower training guide 

ATP 135-805-11 
Field Artillery battalion, heavy or 
very heavy (Reserve) 
Manpower training guide 

ATP 135-806-16 
Field Artillery battalion, 105-mB 
howitzer (Reserve) 
Manpower training guide 

ATP 135-806-8 
Field Artillery battalion, 155-mm 
howitzer (Reserve) 
Manpower training guide 

ATP 135-806-3 

Battery and generating system, Automotive 
Battery load OTA 9-10l'-26 

Battery tests GTA 9-104-19 

Charging circuit 

Voltage loss GTA 9-10li-21 

GTA 9-1014-22 

Current regulator GTA 9-10'*-23 

Generator regulator 

Test connection Ota 9-104-18 

Meter and switch panel GTA 9-104-17 
Voltage loss ground test GTA 9-104-20 
Voltage regulator resistance load 

GTA 9-104-25 

Battle Indoctrination TC 17-1953 

Courses TC 14-1952 

Battle pictures 

Battle of the Philippine Sea 

DA Poster 21-33 
Breakthrough at Chlpyong-Hi 
Chlpyong-Ni, Korea, I95I 

DA Poster 21-47 

GatllngB to the assault 
Santiago de Cuba, I898 

BA Foster 21-46 

"First at Vicksbxirg" 

Vlcksburg, Miss., I863 

DA Poster 21-41 

"Follow nel" 

Leyte, Philippine Islands, 1944 

DA Foster 21-43 



Battle pictures — Continued 
Good mrksmnsblp and guts 

Fort Phil Kearney, Wyoming, 1867 

DA Poster 21-45 

"I'll try, sir!" 

Peking, China, 1900 DA Poster 21-73 
Knocking out the Moros 

Jolo Island, Philippines, 1913 

DA Poster 21-48 

Merry Christmas 1776 

Trenton, K. J., 1776 BA Poster 21-37 
Bald on Ploestl 

Ploestl, Hunanla, 1944 

DA Poster 21-34 

Remagen bridgehead 

Remagen, Germany, 1945 

DA Poster 21-32 

"Remember your regiment". 

Resaca de la Palma, Texas, 1846 

DA Poster 21-40 

The road to Fallen Timbers 

Jfeujnee, Ohio, 1794 DA Poster 21-38 
"The rock of the Marne" 

Mezy, France, I918 DA Poster 21-42 
"Those are regulars , by God I " 

Chippewa, Canada 1814 

DA Poster 21-39 

Battlefield Illumination 
60-lnch searchlights 

ISiiployment TC 29-1952 

Devices 

En5>loyment TC 30-1952 

Bayonets 
Use 

Tactics; techniques FM 23-25 

Biological agents 

Classification FM 21-40 

Biological decontamlnants 

Types and uses CTA 3-3 

Biological warfare 

Defense against attack FM 21-40 

FM 21-41 
GTA 3-1 

Individual GTA 3-2 

Sentinel duties ^J^* 3-7 

Biological warfare items 

Disposal FM 9-40 

Bivouacs 

Camouflage FM 5-20C 

Reconnaissance for mortar positions 

FM 3-20 

Blocking and bracing 

Bill movements FM 10-11 

Bomb reconnaissance 

Do's and don'ts OTA 9-24 

Bombs 

Disposal FM 9-40 

Bombs, Chemical GTA 3-11 

Bombs, Gas 

Tactics; techniques FM 3-6 

Bombs, Incendiary GTA 3-11 

Booby traps FM 5-32 

OTA 5-20 

British Army 

Functioning; nomenclature G'EA 5-22 
Chinese Army OTA 5-26 

Fuzes GTA 5-13 

Japanese Army 

Functions; nomenclature OTA 5-24 
Korean Army GTA 5-26 

Soviet Army GTA 5-26 

Functioning; nomenclature GTA 5-25 
Unexploded 

Disposal FM 9-'«5 
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GTA 9-U5 

GTA g-it? 
GTA 9-U20 



Boosters 

M21A2 

M21Alt 

M21*B1 
Bracing 

see Blocking and bracing 
Brake systems , Automotive 

Air-hydraulic GTA 9-103-21 

Articulating link wheel brake 

GTA 9-103-19 

Brake system GTA 9-103-2 

Electric brakes GTA 9-103-20 

Governor GTA 9-103-17 
Hydraulic 

Diagram GTA 

Hydraulic brakes GTA 9-103-3 
Hydrovac 

Applied position GTA 9-103-9 

Relay valve GTA 9-103-12 

Holding position GTA 9-103-10 

Released position GTA 9-103-8 

Relay valve GTA 9-103-11 

Section OTA 9-103-13 
Master cylinder 

Operation GTA 9-103-5 
GTA 9-103-6 

Power train GTA 9-103-2 

Schematic diagrams GTA 9-103-14 

Semitrailer OTA 9-103-16 

Truck-tractor GTA 9-103-15 
Wheel cylinder 

Sectional view GTA 9-103-7 
Branches of the Army 

List; definition EOTCM 11*5-70 
Breech mechanism 
90 -nun gun 

Right side elevation GTA 9-226 

105-™ howitzers, M2A1 GTA 9-222 

120 -mm guns, M1A2 GTA 9-228 

Functions GTA 9-228 
155-mm guns, MS 

Disassembly GTA 9-22k 
Bridges 

Classification PM 5.9 

Classification system TO 24-1953 

Construction; maintenance FM 5-10 

Repair; rd-lnf or cement 5M 5-9 

Bridges, Fixed GTA 5-10-1 

Construction procedures IM 5-9 

Bridges, Floating 

Clsssifloation GTA 5-10-2 

Construction procedures BM 5-9 

Bridges, Highway 

Construction procedures IM 5-9 

Types FM 5.9 

Brigades 

Antiaircraft Artillery 

Training program ATP hk-i6o 

Training test ATT U4-5 

Brigades, Amphibious support 

Functions; capabilities FM 60-25 

Organization charts FM 101-10 

Burial at sea FM IO-63 

Burial services 

Procedures FM IO-63 



Cadence calculations FM 21-18 
CA/MG 

see Civil affalrs/I^litary govern- 
ment 

Camouflage GTA 5-1 

Aircraft, on the ground FM 5-20E 

Airfields FM 5-20E 



Camouflage — Continued 
Artillery, AA 
Artillery, field 
Basic principles 
Bivouacs 
Command posts 
Fortifications, fixed 
Infantry weapons 
Medical installations 
Personnel 



FM 5-20F 
FM 5-20D 
FM 5-20 
FM 5-20C 
FM 5 -20c 
FM 5-200 
FM 5-20A 
FM 5-20C 
FM 5-20A 
GTA 5-3 
GTA 5-4 
FM 5-200 
FM 5 -20c 
FM 5-20B 
FM 5-20H 



Rear defense areas 
Supply points 
Vehicles 
Camouflage equipment 
Camouflage materials 

Natural and artificial 

Preparation and manufacturing 

techniques FM 5-20H 

Campaigns 

Planning FM 100-15 

Cannon bore 

Interior GTA 9-201 

Carbines (cal .30) 

Ml FM 23-7 

GTA 9-600 
ROTCM 145-30 

MlAl FM 23-7 

ROTCM 145-30 

M2 FM 23-7 

GTA 9-61 
GTA 9-601 
ROTCM 145-30 

M3 FM 23-7 

ROTCM 145-30 

Carburetors 
Holley 

Accelerating pump GTA 9-102-21 

Ctovernor valve assembly GTA 9-102-20 
Idle fuel system GTA 9-102-19 

Metering system GTA 9-102-18 

Power enrichment system GTA 9-102-17 
Speed circuits 

Carter GTA 9-102-11 

Stromberg 

Acceleration GTA 9-102-13 

Idle system GTA 9-120-14 

Metering system GTA 9-102-12 

Carriages (gun, 57 -mm) 

M1A2 FT 57-A-3(abr) 

M1A3 FT 57-A-3(ahr) 

M2 FT 57-0-1 

Carriages (gun, 155-mm) 

Ml GTA 9-216 

GTA 9-217 
GTA 9-218 

Carriages (gun, 280-mra) 

T-72 FM 6-96 

Carriages (howitzer, 8-inch) 

Ml GTA 9-217 

Carriages (howitzer, 240-mm) 

Ml GTA 9-221 

Carriages, Motor (gun, 40-mm) 

MI9 FM 44-62 

Carriages, Motor (gun, 155-mm) 

M40 FM 6-87 

Carriages, Motor (gun, machine) 

M16 FM 44-57 

Carriages, Motor (gun, multiple) 

MI5 m 44-59 

MI5AI FM 44-59 

Carriages, Motor (howitzer, 8-inch) 

M43 FM 6-87 
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Carriages, Motor (howitzer, lO^-mm) 

M7B1 FM 6-74 

WTBS FM 6-7U 

M37 FM 6-76 

CarriageB, Motor (howitzer, 155-inm) 



IM 6-82 
FM 2-6 
FT 0.30-J-l 

FT 0.50-H-l 

FT 57-A-3 (abr) 
FT l*0M-A-3 
FT l*0AA-A-3 

FT 57-<!-l 

FT O.5OAA-T-I 

FT 0.30-AJt 
IT 0.30-A-lt 

IT 0.50-H-a 

FT 57-E-3(atr) 
FT 75-BB-3(abr) 
FT 75-BB-3(ahr) 
GTA 9-612 

FT 75-BE-l(abr) 
FT 75-BE-l(abr) 
GTA 9-612 

FT ltOAA-A-3 
FT 57-C-l 

FT 8l-B-5(abr) 
FT 60-G-2(abr) 
FT 8l-AD-l(abr) 
FT 8l-AE-l(abr} 
FT 8l-C-U(abr) 
FT 8l-N-l(abr) 
FT 8l-S-2(abr) 
FT 8l-T-2(abr) 
FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 

FT 57-G-l(aljr) 
GTA 9-612 
FT 75-BB-3(abr) 
IT 75-BB-3(abr) 
GTA 9-612 
Cartridges, TP 

M306AI FT 57-E-3(abr) 

M309 FT 75-HB-3(abrj 

M309AI FT 75-HB-3(abr) 

Cataloging, Supply FM 38-1 

CBR training 

Enlisted men TC I6-I95U 

Officers TC I6-I95I* 

CER warfare 

see Chemical warfare; Biological 
warfare; Badiological warfare 
Censors, Field press 

Duties and reBponsibilltles FM k^-Z^ 
Violations FM 1(5-25 

Censorship, Field press 

Mission; responsibilities; functions 

FM 1(5-25 

Records and reports PM 45-25 



Cars, Armored, H8 

Crew drill 
Cartridges, AP (cal O.3O) 
M2 

Cartridges, AP (cal O.5O) 
M2 

Cartridges, AP-T 

M70 
m81 
M81A1 
Cartridges, APC-T 
m86 

Cartridges, API (cal O.5O) 
m8 

Cartridges, Ball (cal .30) 
M2 

MI9O6 

Cartridges, Ball (cal 0.50) 

M2 

Cartridges, HE 
M3O6AI 
M309 
M309A1 

Cartridges, HE, AT 
M3IO 
M310A1 

Cartridges, HE-T 

SD, Mi.2 

TlBEl 
Cartridges, Ignition 

M3 

M5A1 

H6 



Cartridges, Smoke, WP 
M308AI 
M3IOAI 
M311 
M311A1 



Core monies 

Antiaircraft Artillery 

Types FM 'tlt-20 

Techniques FM 22-5 

Chain of comnanu 

Amy ROTCM 11*5-10 

Chaplains 

Mission; functions FM l6-5 

Charges, Chemical mortars (4. 2-inch) 

Ijg FT lt.2-B-l ■ 

IT U.2-B-l(abr) 

Charges, Pr<9elllng 

Types of grains GTA 9->t<a 

Charts, Itilntenance 

Tractor equipment GTA 5-11 

Chemical agents 

Use; behavior FM 21-1(0 

Chemical Corps 

Enlisted personnel 

Training program MTP 3-1 

Supply and field service 

Organization; responsibilities 

FM 3-15 

Chemical decoatsminants 

Tjpee and uses GTA 3-3 

Chemical depot [etc] cooipanles 

see under Companies 
Chemical mortar [etc J battalions 

see under Battalions 
Chemical mortars 

see Hsrtars, Chemical 
Chemical munitions 

see Munitions, Chemical 
Chemical warfare 

Air operations FM 3-6 

Defense against attack FM 21-40 

FM 21-1(1 
GTA 3-1 

Individual OTA 3-2 

Ground operations IH 3-5 

Sentinel duties OTA 3-7 

Chemical Warfare Service 
see Chemical Corps 
Civil affairs/Military government 

Manual of operations FM 27-5 

Civil Affairs Military Government Units 
Organization, employment, capabilities, 
administration, training FM 1(1-15 
Civil disturbances 

Characteristics FM 19-15 

Use of Federal troops FM 19-15 

Classified Information 

Transmission; storage; destruction 

BOIOM 11(5-95 

Clinics, Dental 

Training objectives TC 19-1951 

Clothing 

Fitting GTA 10-3 (5) 

Clothing (Etf) 

Location of markings GTA 35-1 

Clothing, Individual 

Types; care; maintenance FM 21-15 

Clothing and equipment 

Care and maintenance GTA lO-lU 

Coast Artillery 

Fire control FM 4 -15 

Firing preparations FM 4-20 

Gunnery FM 4-10 

Position finding FM 4-15 

Safety precautions FM 4-20 

Tactics 

Coastal defense; harbor defense 

FM 4-5 



51 



Coast Artillery materiel 

Maintenance FM It -20 

Coastal defense 

Coast Artillery tactics FM U-5 

Cold climate operations 

see Arctic operations 
Colleges, Civilian (KOTC Medical Service 
units) 

PrograjB of Instruction ATP Ih^-XkC 
Colors, Temper 

Application GtA 9-500 

Combat 

Hand-to-hand FM 21-150 

Towns and fortified areas FM 31-50 
Combat command 

Training program JffiP 17-30U 

Comtet firing 

Armored units 

Practice FM 17-15 

Combat formations 

Platoons: types TC lU-1953 

Squads: t^es TC 1\-1953 

Combat formations and signals HOfTCM 1*5-60 
Combat operations 

Use of psychological warfare FM 33-5 
Combat operations. Ground 

Fire support coordination TC 9-1953 
Combat orders 

Preparation FM 101-5 

Combat techniques 

Arctic operations . FM 31-70 

Combat training 

Rifle con^anles, Infantry 

Defensive; offensive FM 7-10 

Conibat zone 

Medical servloe IH 8-10 

Comcentera 

see Communications centers 
Command, Channels of 

Joint actions . FM 110-5 

Command and staff 

Relationship; operations BOTCH 1U5-90 
Command levels 

Information OTA 20-13 

Command Post Exercises (CPX's) 

Definitions; purpose FM 21-5 

Unjilre guide FM 105-5 

Command posts 

Camouflage FM 5-20C 

Command responsibilities 

Individual soldier's Ijoad 

Control TC 2-1953 

Commanders, Battalion 

Duties; responsibilities FM 6-101 

FM 7-20 

Commanders, Company 

Duties; responsibilities 

Heavy veapons coiqtany FM 7-15 

Blfle coBiiany FM 7-10 

Commanders, Regimental 

Duties; responsibilitieB FM 7-'^0 

Commands 

Organization FM 100-15 

BOTCM IU5-IO 

Commands, Cooibat 

Armored divlBlon 

Staff officers guide FM 17-100 

Communications FM I7-YO 

Commands, Reserve 

Communications FH 17-70 

Comnands, Unified 

Definition; establishment FM 110-5 
Commodity classification system FM 38-I 
Communication center procedure 

Message forms OTA 11-13 



Communication centers 

Operation FM 2lt-17 

Communication chart. Signal 

Basic GTA 11-2 

Communications 

Snail units ROTCM 1U5-6O 

Tranamlssion security GTA 11-12 

Communications, Signal 

Armored division 

Operations; maintenance FM 17-70 

Doctrine FM 100-11 

Field Artillery observation battalion 

FM 6-120 

Tactics; techniques FM 2lt-5 

Terminology 2^1—5 

Communications, Wire 

Equipment GTA 11-8 

Procedures GTA n-5 

Communications officer 

Duties ; responsibilities FM 24-5 

Companies 

see also Halts 

Conpanles, Aerial photo reproduction 
Engineers 

Training program ATP 5-2*5 

Training test ATT 5-3"* 

Companies, Aerial supply 

<luartermaster TC 26-1951 

Training program ATP 10-230 

Training test AIT 10-27 

Companies, Air equipment repair and depot 
Quartermaster 

Training program ATP 10-2'4.0 

Training test ATT 10-30 

Cos^nies, Airborne 
Engineers 

Training test ATT 5-17 

Signal 

Training test ATT 11-1 

Contpanies, Ambulance 
Medlcalj. separate 

Training program ATP 8-215 

Training test ATT 8-13 

Medical, separate (Reserve) 
Manpower training guide 

ATP 135-808-11 
Medical battalion (Reserve) 
Manpower training guide 

ATP 135-808-3 

Coiqnnies, Ammunition 
Ordnance 

Training test ATT 9-10 

Coa^anies, Armored 
Engineers (Reserve) 

Manpower training guide 

ATP 135-805-7 

Infantry 

Characteristics; eiqployiiient; organi- 
zation FM 7-17 

Signal 

Training test ATT 11-2 

Companies,' Artillery 
Ordnance 

Training test ATT 9-13 

Con^nies, Automotive maintenance 
Ordnance 

Training test ATT 9-3 

ATT 9-6 

Companies, Bakery 
Quartermaster 

Staining program ATP 10-225 

Training test ' ATT 10-7 

Companies, Bakery (mobile) 

Qnartemaster m lO-W 
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Companies J Bath 
QuarteriBster 

Training test ATT 10-11 

Con^nies, Bath (semi -mobile) 

Quartermaster FM 10-25 

Training program ATP 10-210 

Companies, Boat 
Transportation 

Training program HHP 55-308 

Companies, Boat (heavy) 
Transportation 

Organization; operation TC 17-195* 
Training program ATP 55-203 

Con^nies, Boat maintenance 
Transportation 

Training program ATP 55-309 

Coi^anies, Boiler and smith shop 

Transportation railvsy shop battalion 
Training test AIT 55-13 

Companies, Bridge 

Engineers, armored (Beserve) 
Manpower training guide 

ATP 135-805-8 

Consianies, Bridge (float) 
Engineers 

Training program ATP 5-202 

Training test ATT 5-37 

Oompanies, Bridge (panel) 
Engineers 

Training program ATP 5-20<: 

Training test ATT 5-39 

Engineers (Reserve) 

Manpower training guide 

ATP 135-805-5 

Companies, Bridge (ponton) 
Engineers 

Training program A33> 5-202 

Training test ATT 5-2 

Engineers (Reserve) 

Manpower training guide 

ATP 135-805-10 

COK^ianieB, Bridge (treadway) 
Engineers (Reserve) 

Manpower training guide 

ATP 135-805-9 

Companies, Bus 

Transportation 

Training program ATP 55-202 

Conpanies, Camouflage 

Engineer 

Training test ATT 5-* 

Companies, Car 

Transportation FM 55-35 

Training program ATP 55-209 

Training test ATT 55-3 

Companies, Car (airborne) 

Transportation (Airborne corps) 

Training program ATP 55-209 

Coii?)anieB, Car (type B) 
Transportation 

Training program ATP 55-209 

Conpanies, Car repair 

Transportation railway shop battalion 
Training test AIT 55-l'^ 

Companies, Clearing 
Medical 

Training program ATP 8-210 

Training test ATT 8-10 

Medical, separate (Reserve) 

Manpower training guide 

ATP 135-808-8 
Ifedical battalion (Reserve) 

Winpover training guide 

ATP 135-808-1* 



Companies, Clothing and textile repair 
Quartermaster 

Training program ATP 10-2U2 

Conjianies, Collecting 

Medical .™, o , 

Training test ATT 8-3 

Medical, separate 

Training program ATP 8-205 

Medical J separate (Reserve) 

Manpower training guide 

ATP 135-808-7 

Coinianles, Collecting point 
Ordnance 

Training test ATT 9-18 

ConQanies, Combat 
Engineers 

Organization; functions PM 5-132 
Engineers (Reserve) 

Manpower training guide 

ATP 135-805-'* 
EnglneerSj divisional (Reserve) 
Manpower training guide 

ATP 135-805-2 

Conpanies, Construction 
Signal 

Training test AIT 11-6 

Signal, separate 

Training program ATP 11-302 

Comoanles, Decontamination 

aemical ™3-70 

Training program , 

Training test ATT 3-1 

Companies, Depot 

Chemical ™ 3-65 

Training program ^.J.'^n 

Training test ATT 3-2 

Chemical, communications zone 

Training program ATP 3-208 

Engineer 

Training test ATT 5-22 

Combat Zone ™ °-5 

Ordnance „ o 

Training test ATT 9-8 
Ordnanoe^ army (Reserve) 

Mairoower training guide 

ATP 135-809-10 

Quartermaster 

Training test ATT 10-30 
Signal 

Training program ATP 11-206 

Training test ATT 11-8 
Companies, Depot (base) 

Chemical PM 3-66 

Signal 

Training program ATP 11-20? 

Training test ATT 11-13 

ATT ll-llt 



Transportation 

Training program 
Training test 
Ooir^Bnles, Depot (clothing and 
supplies ) 
Quartermaster 

Training program 
Training test 
Coii?>anies, Depot (petroleum) 
Quartermaster 

Training program 
Training test 
Con^nies, Depot (subsistence) 
Quartermaster 

Training program 
Training test 



ATP 55-205 
AIT 55-20 
general 

FM 10-22 
ATP 10-229 
ATT 10-13 

FM 10-37 
ATP 10-237 
ATT 10-15 

FM 10-30 
ATP 10-226 
AIT 10-11* 
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Companlefi, Depot (supply) 
Ordnance 

Training test ATT 9-9 

Quartermaster FM 10-38 

Training program ATP 10-236 

Training test ATT 10-29 

Companies, Disciplinary 
U S disciplinary barracks 

Training program MTP 20-10 

Con^janies, Distribution 
Ordnance 

Training test ATT 9-19 

CoB^janies, Electric power transmission 
Transportation railvsy operating bat- 
talion 

Training test ATT 55-6 

Companies , Engineer 

Organization; functions FM 5-5 

Companies, Equipment supply 

Engineers 

Training test ATT 5-18 

Companies, Erecting and machine shop 
Transportation railway shop battalion 
Training test ATT 55-12 

Con^anies, Escort guard 
Military Police 

Training program ATP 19-201 

Companies, Field service 
Quartermster 

Training test AM! 10-2 

Quartermaster (Reserve) 
Manpower training guide 

ATP 135-810-U 
Quartermaster battalion, armored 

Training program ATP 10-203 

Con^nles, Forestry 
Engineers 

Training program ATP 5-229 

Training test ATT 5-'»0 

Companies, Graves registration 

Quartermaster FM 10-29 

Training program ATP 10-21U 

Training test ATT 10-18 

Companies, Guard 
Military Police 

Training program ATP 19-201 

Training test ATT I9-3 

Companies, Harbor craft 
Transportation 

Mission; organization FM 55-130 

Training program ATP 55-30? 

Companies , Headquarters 

see also Headquarters and head- 
quarters colonies 
Armored division (Reserve ) 
Manpower training guide 

ATP 135-817-5 

Infantry battalion 

Organization; procedures FM 7-20 
Infantry division (Reserve) 

l^vpoveT training guide 

ATP 135-807-2 

Infantry regiment FM 7-25 

Transportation port command "C" 

Training program ATP 55-302 

Coo^nies, Headquarters and service 

see Headquarters and headquarters 
and service con^nles 
Companies , Heavy equipment 
Engineers 

Training program ATP 5-205 

Training test ATT 5-28 



ATP 7-201 



ATP 7-201 



TC 19-1950 
ATT 55-22 



ATT 8-12 



ATP 8-210 



ATP 11-217 
ATT 11-21 



ATP 11-211+ 



Con5)anies, Heavy weapons 
Infantry 

Training program 
Infantry (Reserve) 

Muipower training guide 

ATP 135-807-7 

Infantry, airborne 
Training program 
Companies, Helicopter 
Transportation 
Mission 
Training test 
Companies, Holding 
Medical 

Training test 
Medical, separate 
Training program 
Coi^anles, Installation 
Signal 

Training program 
Training test 
Consoles, Large base 
Signal 

Training program 
Companies, Laundry 
Quartermaster 

Training program ATP 10-220 

Training test ATT 10-10 

Companies, laundry (eemi -mobile) 

Quartermaster FM IO-I6 

Companies, Light equipment 
Engineers 

Training program ATP 5-201 

Training test ATT 5-26 

Engineers (Reserve) 

Ifenpower training guide 

ATP 135-805-13 

Companies, Long lines 
Signal 

Training program ATP 11-218 

Training test ATT 11-20 

Companies, Maintenance 

Chemical FM 3-60 

Training program ATP 3-203 

Training test ATT 3-7 

Engineers (Reserve ) 

Mazipower training guide 

ATP 135-805-11 
Ordnance, Airborne division 

Training test ATT 9-22 

Ordnance, Engineer special brigade 

Training test ATT 9-23 

Ordnance, Infantry division 

Training test ATT 9-"+ 

Ordnance, Infantry division (Reserve) 

Manpower training guide 

ATP 135-809-7 
Ordnance maintenance battalion, Ar- 
mored division (Reserve) 

Manpower training guide 

ATP 135-809-2 
Conqjanies, Maintenance (aircraft, light) 
Ordnance 

Training test ATT 
Companies, Maintenance (automotive, heavy) 
Ordnance (Reserve) 

Manpower training giiide 

ATP 135-809-1+ 

Companies, Maintenance (autoiwtive , medlui^ 
Ordnance (Reserve) 

Manpower training guide 

ATP 135-809-3 

Con^anies, Maintenance (base) 
Signal 

Training program ATP 11-205 
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Companies, Maintenance (depot) 
Engineers 

Training program ATP 5-221 

Training test ATT 5-41 

Companies, Maintenance (field) 

Engineers 

Training program ATP 5-220 

Training test ATT 5-5 

Ordnance 

Training test ATT 9-17 

Companies, Maintenance (heavy) 
Ordnance, army 

Training test ATT 9-5 

Ordnance, army (Reserve) 
Manpover training guide 

ATP 135-609-5 
Coi^nlee, Maintenance (medium) 
Ordnance (Reserve) 

Itinpower training guide 

ATP 135-809-6 
Companies, Maintenance of equipment 

Transportation railway operating bat- 
talion 

Training test ATT 55-9 

Companies, Maintenance of way 

Transportation railway operating bat- 
talion 

Training test ATT 55-8 

Companies, Map depot (base) 
Engineers 

Training program ATP ^-2kk 

Training test ATT 5-9 

Coinpanies, Mechanical and metal repair 
Quartermaster 

Training program ATP 10-241 

Companies, Medical 

Infantry regiment FM 7-30 

Training program ATP 8-200 

Training test ATT 8-20 

ATT 8-22 

Infantry regiment (Reserve) 
Manpower training guide 

ATP 135-808-1 
Infantry regiment, airborne 

Training program ATP 8-200 

Medical battalion, armored (Reserve) 
Manpower training guide 

ATP 135-808-10 

Companies , Medium base 
Signal 

Training program ATP 11-213 

Companies, Message center and messenger 
Signal 

Training program ATP 11-208 

Companies, Military Police 
Airborne division 

Training program ATP 19-200 

Armored division 

Training program ATP 19-200 

Training test ATT 19-5 

Armored division (Reserve) 

Manpower training guide 

ATP 135-819-1 

Army 

Training test AIT 19-6 

Corps 

Training test ATT 19-6 

Infantry division 

Training program ATP 19-200 

Training test ATT 19-5 

Infantry division (Reserve) 

Haiqiower training guide 

ATP 135-819-1 

Military Police, separate 

Training test AIT 19-1 



Companies, Military Police — Continued 
Military Police, separate (Reserve) 
Manpower training guide 

ATP 135-819-5 

Military Police battalion (Reserve) 
Manpower training guide 

ATP 135-819-5 
Military Police battalion, army (Re- 
serve ) 
Manpower training guide 

ATP 135-819-3 

Post , camp , or station 

Training program ATP 19-202 

Training test ATT I9-2 

Companies, Mortar (4.2-lnch} 
Chemical 

Training test ATT 3-** 

Companies, Mortar (heavy) 
Infantry 

Training test ATT 7-15 

Infantry (Reserve) 

Manpower training guide 

ATP 135-807-4 
Infantry regiment FM 7-15 

Mission; capabilities FM 7-37 

Training program ATP 7-202 

Coii?)anles, Itotor vehicle assembly 
Ordnance 

Training test ATT 9-20 

Companies , Operation 
Signal 

Training program ATP 11-211 

Training test ATT 11-5 

Companies, Pack 

ftuartermaeter FM 10-11 

Training program ATP 10-215 

Coiqianies, Parachute maintenance 
Quartermaster, airborne 

Training test ATT 10-16 

Companies, Parachute si^Iy and mainte- 
nance 

Quartermaster, airborne 

Training program ATP 10-20U 

Companies, Park 
Ordnance 

Training test ATP 9-15 

Companies, Parts 

Quartermaster FM 10-12 

Training program ATP 10-239 

Training test ATT 10-4 

Coo^nles, PEirts depot 
Engineers 

Training program ATP 5-227 

Training test ATI 5-19 

Con^anies, Petroleum supply 
Quartermaster 

Training program ATP 10-223 

Training test ATT 10-6 

Companies, Petroleum simply (mobile) 

Quartermaster FM 10-77 

Coiif>anie8, Photographic 
Signal 

■Eraining program ATP 11-215 

Con^anies, Photomapplng (base) 

Engineers 

Training program ATP 5-2ll2 

Training test ATT 5-23 

Companies, Pigeon 

Signal FM 11-80 

Companies, Pipeline 
Engineers 

Training program ATP 5-210 

Training test ATT 5-25 
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Companies, Port 

Transportation FM 55-110 

Training test ATT 55.5 

Companies, Port construction 

Engineers 

Triiining program ATP 5-211 

Training test ATT 5-2U 

Conpanies, Preventive medicine 
Medical 

. Training objectives TC 10-1951 

Training program ATP 8-207 

Training test ATT 8-23 

Companies, Prisoner of war processing 
Military Police 

Training program ATP 19-203 

Training test ATT I9X 

Con^janies, Processing 
Chemical 

Training program ATP 3-205 

Training test ATT 3-8 

Coiq)anie6, Quartermaster 

Airborne division 

Training program ATP 10-200 

Training test ATT 10-1 

An^hibious support brigade 

Training program ATP 10-216 

Training teet ATT 10-26 

Infantry division 

Training program ATP 10-200 

Training test ATT 10-1 

Infantry division (Reserve) 
Manpower training guide 

ATP 135-810-1 

Companies, Radio 
Signal 

Training program ATP 11-216 

CoopanieB, Radio relay 
Signal 

Training test ATT II-19 

Companies, Radio relay (IIHF) 
Signal 

Training program ATP 11-209 

Companies, Radio relay (VHP) 
Signal 

Training program ATP 11-209 

Companies , Ranger 
Infantry 

Training test ATT 7-20 

Companies, Reclamation and classification 

Ordnance 

Training test AYI 9-11 

Companies, Reclamation and maintenance 
(semi -mobile) 
Quartermaster FM 10-23 

Training test_ tm 10-12 

Companies, Reconnaissance 
Armor (Reserve) 

Manpower training guide 

ATP 135-817-13 

Armored 

Training test AIT 17-U 

Communications FM 7-21* 

Tactics; techniques PM 17-22 

Training program ATP 17-211 

Companies, Recovery 
Ordnance 

Training test ATT 9-12 

Companies, Refrigeration (mobile) 

Quartermaster FM 10-2^* 

Training program ATP 10-231 

Training test AIT 10-17 

Companies , Repair 
Signal 

Training program ATP 11-212 

Training test AIT II-7 



Companies, Reproduction (base) 
Engineers 

Training program ATP 5-2U1 

Training test ATT 5-10 

Companies, Rifle 
Infantry 

Tactics ROTCM 11*5-60 

Training program ATP 7-200 

Training test ATT 7-21* 

Mortar (60-mm) section ATT 7-10 

Infantry (Reserve) 

Manpower training guide 

ASP 135-807-6 

Infantry, airborne 

Training program ATP 7-200 

Infantry, armored 

Training test ATT 7-3 

Infantry battalion, armored 

Training program ATP 17-221 

Infantry battalion, armored (Reserve) 

Manpower training guide 

ATP 135-807-9 
Infantry regiment FM 7-10 

Con^anies, Sales (mobile) 

Quartermaster FM 10-15 

Training program ATP 10-22t 

Training test ATT 10-8 

Companies, Salvage 

Quartermaster FM 10-18 

Training program ATP 10-213 

Training test ATT 10-5 

Companies , Searchlight 
Engineer 

Training test ATT 5-27 

Con^janies, Security 
Military Police 

Training program ATP 19-205 

Companies, Service 

see also Headquarters and head- 
quarters and service companies 
Armored Cavalry regiment, light (Re- 
serve) 
Manpower training guide 

ATP 135-817-1 

Chemical 

Training test ATT 3-11 

Infantry regiment FM 7-30 

Training program ATP 7-205 

Infantry regiment (Reserve) 

Manpower training guide 

ATP 135-807-3 

Infantry regiment, airborne 

Training program ATP 7-205 

Qusrtemaster FM 10-6 

Training program ATP 10-222 

Training test AIT 10-3 

Signal 

Training test AIT 11-15 

Companies, Signal 

Airborne division 

Communications FM 7-21* 

Training program atp 11-202 

Armored division FM 17-70 

Training program ATP 11-201 

Armored division (Reserve) 
Ifenpcwer training guide 

ATP 135-811-2 

Chemical FM 3-50 

Engineer special brigade 

Training test ATT 11-1* 

Infantry division' 

Communications FM 7-2l* 

Training program ATP 11-200 

Training test AIT 11-3 
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ATP 3-201 
ATT 3-10 

FM 28-105 
ATP 12-20U 



Companies, Signal--Continued 
Irifautry division (Reserve) 
Ifenpower training guide 

ATP 135-811-1 

Companies, Smoke generator 

Chemical 

Training program 
Training test 
Companies , Special services 
Adjutant General 
■Rralning program 
Companies, Staging area 
Transportation 

Training program ATP 55-20U 

Training test ATT 55-18 

Coii9>anie8^ Subsistence supply 

Quartermaster FM 10-19 

Training program ATP 10-212 

Training test ATT 10-9 

Con^ianies, Supply 

Quartermaster, Aracred division 

Training test ATT 10-22 

Quartermaster battalion, armored 

Training program ATP 10-202 

Quartermaster battalion, armored divi- 
sion (Reserve) 
Manpover training guide 

ATP 135-810-3 

Companies , Supply point 

Engineers 

Training program ATP 5-a2U 

Training test ATT 5-21 

Companies, Support 

Infantry regiment, airliorne 

Training test ATT 7-6 

Signal 

Training test ATT 11-17 

Companies, Support (direct) 

Ordnance 

Training test AIT 9-1 

Companies f Survey (base) 
Engineers 

Training program ATP 5-2^3 

Training test ATT 5-11 

Companies, Tank 

Angpbibious 

Training test ATT 17-11 

Employment FM 17-32 

Infantry regiment 

Mission; capabilities FM 7-35 

Training test tiPI 17-9 

Infantry regiment (Reserve) 
Manpower training guide 

ATP 135-817-2 
Tank battalion, heavy or medium (Re- 
serve) 
Manpower training guide 

ATP 135-817-2 
Training program ATP 17-201 

Companies, Tank (90-mm gun) 
Armored 

Training test AM 17-2 

Infantry regiment 

Training program ATP 7-203 

Con^anies, Tank (120-mm gun) 
Armored 

Training test ATT 17-2 

Companies , Tank (medium) 
Armor (Reserve) 

Manpower training guide 

ATP 135-817-1't 



Companies, Telephone and telegraph oper- 
ation 
Signal 

Training program ATP 11-221 

Companies, Terminal service (types A and 
B) 

Transportation 

Training program ATP 55-303 

Colonies, Tire repair 
Ordnance 

Training test ATT 9-21 

Coiqianies, Topographic 
Engineers, Corps 

Training program ATP 5-2'tO 

Training test ATT 5-6 

Coiijanies, Tractor 
Amphibious 

Training teat AIT 17-13 

Coii?ianies, Transportation 

Transportation railway operation bat- 
talion 

Training test ATT 55-10 

Companies, Truck 

Transportation FM 55-35 

Training test ATT 55-1 

Transportation (Reserve) 
Manpower training guide 

ATP 135-855-1 
Companies, Truck (amphibious) 
Transportation 

Mission FM 55-150 

Training program ATP 55-201 

Training teat ATT 55-* 

Companies, Truck (dump) 
Engineers 

Training program ATP 5-200 

Training test ATT 5-8 

Oon^anies, Truck (heavy) 
Transportation 

Training program ATP 55-202 

Training test AIT 55-2 

Companies, Truck (light) 
Transportation 

Training program ATP 55-210 

Transportation, army or communications 
zone 

Training program ATP 55-210 

Companies, Truck (medium) 
Transportation 

Training program ATP 55-202 

Coiqianles, Vehicle park 
Ordnance 

Training test AIT 9-13 

Companies, Water supply 
Engineers 

Training progranl AIP 5-225 

Training test ATT 5-20 

Compasses 

Use; day and night ROTCM lUS-JO 

Compasses, Dummy 

Use in training OTA 5-I5 

Concealment GIA 5-1 

Conduct of fire 
90-mm gun tank 

MU8 TC 21-1953 

Direct methods 

Tanks FM 17-12 

Hlght firing Ml rifles 

Without artificial illumination 

TC 27-1953 
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Conservation 

Electricity M Poster 5-28 

Food 

Indoctrination, consumer personnel 
GTA 21-13 

Indoctrination, mess personnel 

OTA 21-l!» 

Food and refrigeration DA Poster 5-29 

Water DA Poster 5-27 

Construction 

Bridges IM 5-9 

Construction, Pole line 

Ties GTA 11-U 

Consultants, Scientific 

Accompanying US Forces In the Field 
Regulations FM 30-27 

Continental U S 

Transportation service FM 55-7 

ConUS 

see Continental U S 
Convalescent center 

Army TC 7-1951 

Training test AST B-4 

Conventional signs 

see Signs, Conventional 
Convoys, Motor 

Organization FH 25-10 

Cooks 

MOS 3060 ASubjSed 10-102 

MOS technical training ASubJScd 10-102 
Cooling systems, Automotive 

Cylinders GTA 9-108-2 

Engine cylinder, block and head 

GTA 9-108-1 

L-head engine 

Circulation diagram GTA 9-108-3 
Thermostats GTA 9-108-4 

Corps of Engineers 

Trbops: organization of units; etc 

FM 5-5 

Correspondence 

Military 
Cost consciousness 
Countersigns 

Use in guard duty 
Courses, Qualifications 

90 -nm gun tank 

Kk^ 

HU6 

Carbines 
Ml 
HlAl 
M2 

M3 

Firing scores 
Blfle (105-iim, rsooilless) 

M27 TC 19-1953 

Courtesies 

Individuals FM 21-13 

Courtesy 

Military FM 21-13 

Courts martial. Summary GTA 27-1 

CPX 

see Command Post Exercises 
Crew drills 

Car, armored, m8 FM 2-6 

Gim motor carriage (76-mm) FM I8-I6 
Gun motor carriage (90-mm) FH I8-I8 
Gun squad (57 -mm). Armored Infantry 

FM 17-71 

Half-track vehicles IM 17-71 

l&chlne gun squad. Armored Infantry 

FM 17-71 



ROTCM IU5-95 
GTA 10-13 

FM 26-5 



TC 18-1953 
TC 36-1952 
TC 21-1953 

IM 23-7 
fM 23-7 
FM 23-7 
IM 23-7 
FM 23-7 



Crew drills — Continued 

Mortar squad (60-mm), Armored Infantry 

FM 17-71 

Procedures IM 17-77 

Rifle squad. Armored Infantry FM 17-71 
Tanks (light) FM 17-75 

Tanks (medium) FM 17-74 

Hk series FM 17-76 

MltA3 FM 17-67 

Training m I7-77 

Crime prevention programs FM 19-20 

Cubages 

see Weights and cubages 
Curriculum, ROTC 

Branch tactics and techniques 

Antiaircraft Artillery ATP 145-1-1 
Armor ATP 145-1-2 

Chemical Corps ATP 145-1-4 

Corps of Engineers ATP IU5-I-5 : 

Field Artillery ATP 145-1-6 

Infantry ATP 145-1-7 

Military Police Corps ATP 145-1-8 
Ordnance Corps ATP 145-1-9 

Curriculum, ROTC--Continued 

Branch tactics and techniques --Contd 
Quartermaster Corps ATP 145-1-10 
Signal Corps ATP 145-1-11 

Transportation Corps ATP 145-1-12 
General military science 

Civilian and military schools 

ATP 145-60 

Cylinders, Engine 

Block and head: cooling GTA 9-108-1 
Cooling GTA 9-108-2 

Heads: types OTA 9-101-2 

Cylinders, Recoil GTA 9-210 



Dance music 

Production ASubJScd 12-8 

Data 

see Field data; Reference data; etc 
Deceased personnel 

Handling in theaters of operations 

FM 10-63 

Decontamlnant s 

CBR (chemical; biological; radio- 
logical) GTA 3-3 
Decontaminat ion 

Clothing FM 10-16 

Techniques lu 3-7O 

Decontamination eon^nies 

see Companies, Decontamination 
Defense, Rear area 

Training; preparation FM 31-.15 

Defense against enemy attack 

Airborne troops FM 31-15 

Chemical; radiological; biological 

FM 21-hO 
FM 21JH 
OTA 3-1 
GTA 3-2 

Guerilla forces FM 31-15 

FM 31 -2C 

Democracy 

Why WB fight for all the things we have 
DA Poster 2I-36 
Demolition 5-5 

Technique; uses lyi 5.25 

Demolition card qia 5-14 

Dengue fever 8-29 
Dental service 

Theater of operations FM 8-lC 
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Departmen-t of the Army 

Organization FM 101-10 

Orainizatlon; mission; responaitillties 
ROTCM 11*5-10 

Signai communications PM 100-11 

Department of Defense 

Organization BOTCH IU5-10 

Depot colonies 

see Companies, Depot 

Depots 

Maintenance responsibilities FM 9-10 
Supply management FM 38-I 

Depots, Floating spare parts 
Transportation 

Training test ATT 55-1? 

Depots, Medical 

Training program ATP 8-3U5 

Training test ATT 8-9 

Depots, Medical (communications zone) 

TC 26-195^! 

Training program ATP 8-303 

Training test ATT 8-21 

Desert operations 

Camouflage FM 5-20 

Engineer field units FM 5-6 

Procedures FM 30-25 

Desertion 

Definition HOTCM IU5-95 

Deserts 

Characteristics FM 31-25 

Detacbnents 

see also Units 
Detachments , Administrative support 

Adjutant General 

Training programs ATP 12-205 

Detachments, Ai^ulance 

Organization and function TC I8-195I 
Detachments, Blood bank 

Training objectives TC 20-1951 

Detachments, Bus 

Transportation 

Training program ATP 55-202 

Detachments, Criminal investigation 

Military Police 

Training programs ATP 19-20U 

Detachments, Dental operating 

Training objectives TC 19-1951 

Detachments, Dental service 

Training objectives TC 19-1951 

Detachments, Dental prosthetic 

Training objectives TC 19-1951 

Detachments, Engineer 

Organization; functions FM 5-5 

Detachments, Evacuation 

Veterinary TC I8-I95I 

Detachments, Field press censorship 

Training program ATP k5-Z01 

Detachments , Food inspection 

Veterinary service TC 16-1951 

Detachments , Gas 

Training objectives TC 19-1951 

Detachments , Headquarters 

see Headquarters and headquarters 
detachments 
Detachments, Maintenance 

Antiaircraft artillery 

Training test AIT 9-l6 

Detachments, Medical 

Kon-medlcal units 

Training program ATP 8-212 

Detachments, Medical equipment maintenance 

Training objectives TC I7-195I 

Detachments, Medical evpply 

Training objectives TC I7-I95I 



Detachments , Neurosurgical 

Training objectives TC 19-1951 

Detachments, Operations 
Antiaircraft Artillery 

Training program ATP hk.33.0 

Training test ATT Mt-7 

Antiaircraft Artillery (Reserve ) 
Manpower training guide 

ATP 135-8W*-1 

Detachments, Optical repair 

Training objectives TC 17-1951 

Detachments, Orthopedic 

Training objectives TC 19-1951 

Detachments , Parachute rigging 
Quartermaster special forces 

Training program ATP 10-251 

Training test ATT 10-28 

Detachments, Petroleum products laboratory 
Quartermaster 

Training program ATP 10-250 

Detachments, Preventive medicine control 
and survey 
Training objectives TC 20-1951 

Detachments, Psychiatric 

Training objectives TC 8-1952 

Detachments, Shock 

Training objectives TC 19-1951 

Detachments, Surgical 

Training objectives TC 19-1951 

Detachments, Thoracic 

Training objectives TC 19-1951 

Detachments, Truck 
Transportation 

Training program ATP 55-210 

Detachments, Veterinary 

Animal service TC 18-1951 

Detachments, Veterinary hospital 

Mission and functions TC 18-1951 

Detachments, X-ray 

Training objectives TC 19-1951 

Dictation (music] 

Accent importance ASubjScd 12-1* 

Differentials, Automotive GTA 9-106-5 
Axle GTA 9-106-6 

Directories, Telephone 

Sample FM 2U-20 

Directors, AA 
Vk; K7 

Servicing FM lA-36 

H9; MIO 

Servicing FM l*l*-38 

Discharges 

That's the one for me; how about you? 

DA Poster 21-35 

Diseases, Communicable 

Control FM 21-10 

Dispensaries 

Types; fxmctions FM 8-5 

Distortion and residual stresses 

Reduction GTA 9-503 

Reduction methods OTA 9-504 

Divisions, Airborne 

Medical service FM 8-10 

Organization charts FM 101-10 

Quartermaster company FM 10-7 

Divisions, Armored 

Medical service FM 8-10 

Organization charts FM 101-10 

Quartermaster company FM 10-7 

Staff officers guide FM 17-100 

Training program ATP 17-301* 

Divisions, Infantry 

Organization charts FM 101-10 

Quartermaster conjiany FM 10-7 
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Divisions, Infantry (airborne) 

Training program ATP 7-300 

Division artillery 
Airborne diviaion 

Communications FM JSh 

ArnDred division 

Communications FH 17-70 

Infantry diviaion 

Communications FM 7-ZK 

Diviaion .engineer 

Duties; responsibilities FM 17-U5 

Documents (captured) 

Handling; examination FM 30-15 

Dogs 

Feeding; care FM 25-6 

drawings. Perspective 

Principles FM £1-35 

Drill 

Hegulationa FM 22-5 

Exercises GTA 21-^9 

Drill, Crew 

see Crew drill 

Drum majoring 

HEmual of the baton AStibJScd 12-11 

DUKW 

see Trucks, Amphibian, 2 l/2-ton, 
6x6, CMC Models 353 
Duty roster (DA Form 6) 

Preparation; maintenance ROTCH IU5-95 



Ear training (music) 

Melodic and harmonic Intervals; rhyth- 
mic patterns; meter; tonal memory 
ASiib.lScd 12-1* 

Edible plants 

Jungle FM 72-20 

Education and training 

Continue your education for a stronger 
America DA Poster 21-52 

Go up the career ladder DA Poster 21-70 
It takes know how to run our military 
forces; study while in seirvice 

DA Poster 21-71 
Learn while you serve DA Poster 21-k$ 
"Take time for tomorrow*' 

DA Foster 21-31 
Use your army skill as a civilian, it 

pays off DA Poster 20-18 

What every soldier should know 

DA Poster 21-12 
Electric fundamentals fflk ll-U 

Embarkation 

Planning; execution FM 6O-3O 

Emplacements 

Construction FM 5-15 

Enemy attack 

see Defense against enemy attack 
Engine group, Automotive 

Cylinder heads GTA 9-101-2 

Cycles, 2 stroke GTA 9-101-1 

Diesel combustion chambers GTA 9-101-8 
Diesel compression-ratio differences 

GTA 9-101-10 

Engine tune-up GTA 9-101-7 

Gasoline compression-ratio differences 
GTA 9-101-10 

Piston group OTA 9-101-lt 

Pistons GTA 9-101-3 

Valve lifter GTA 9-101-6 

Valve group GTA 9-101-5 

Engineers, Corps of 

see Corps of Engineers 



Engineer field units 

Operations IM 5-6 

Engineer soldier 

Handbook BM 21-105 

Engineer troops 

see Troops: EogiDeer 
Engineer units 

see also Engineer field units 
Field Army 

Eniiloyment TO 7-1952 

Organl»tion; functions; asaignnent 

JM 5-5 

Engines 

Friction type bearings 

Lubrication system GTA 9-109-7 

L-head 

Circulation diagram GTA 9-108-3 
Tune-up cycle GTA 9-101-7 

Engines, Autranotive 

Lubrication system GTA 9-109-2 

Oil functions GTA 9-109-1 

Engines, Diesel 

Combustion chambers OTA 9-101-8 

Typical designs GTA 9-101-9 

Compression-ratio differneces 

GTA 9-101-10 

Engines, Gasoline 

Conmression-ratio differences 

GTA 9-101-10 

Enlisted personnel 

V&y and allowances ROTCM 11*5-95 

Promotions ROTCM 11+5-95 

Reductions ROTCM l't5-95 

Special services 

Advanced individual training program 
ATP 28-100 

Transfers ROTCM 1U5-95 

Enlisted personnel, Transient 

Training program (U weeks) ATP 21-186 
Equilibrator 

Cylinder GTA 9-221 

PneuBBtio GTA 9-217 

Equipment, direct sight 

Recollless rifles 

75 -mm, M20 OTA 9-612 

Equipment, Individual 

Location of markings GTA 21-10 

Types; care; maintenance FM 21-15 

Equipment, Parachutist's 

Use of masking tape TC 12-1953 

Equipment, Signal 

Operations FM 2^-5 

Equipment, Standard 

Lubrication system GTA 9-109-U 

Equipment, Wire communication OTA 11-8 
Escort and security guards 

MOS technical training ASub.lScd 19-102 
Escorts 

Antiaircraft Artillery FM lll*-20 

Military police 

Training teat AIT 19-3 

Estimate of situation 

Artillery FM 6-20 

Chemical 

Form FM 3-5 

Chemical mortar battalion FM 3-20 

Field Artillery battalion FM 6-101 

Evacuation 

Basic considerations FM 8-10 

Logistic responsibilities ROTCH 11*5-60 

Examinations 

Artillery men FM Ui*-19 

Examining and induction stations (USAR) 
Unit training program ATP ito-aOl 

Exercise of command FM 100-5 
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Exercises, Field 

Sample FM 21-5 

Explosions 

Hazardous effect FH 9-lfO 

Explosive ordnance 

Terminology FK 9-JtO 

Reconnaissance FM 9-^ 

Disposal FM 9-ltO 

Explosive ordnance disposal office 

Organization; administration FM 9-hO 

Explosives GTA 5-5 

see also Mines, land 
Foreign types : characteristics FM 5-^5 
Handling, storage, transportation 

FM 5-25 

lypee; uses FM 5-25 



Facilities 

Security FM 19-30 

Fans , Oraphical firing table 

Description; use TC 18-195'* 

Field Amy 

Engineer units 

Activation; employment TC 7-1952 
Field Artillery 

see Artillery, Field 
Field data 

Engineer FM 5-3U 

Field exercises 

see Exercises, Field 
Field fortifications 

see Fortifications, Field 
Field press censorship 

see Censorship, Field press 
Field Service regulations 

Administration FM 100-10 

Larger units FM 100-15 

Operations FM 100-5 

Field units. Engineer 

see Engineer field units 
Filing system. Military 

Correspondence and publications 

BOTCM 11*5-95 

Filler cap. Pressure 

Fuel tank GTA 9-102-8 

Fin 

M3 FT 8l-AG-l(abr) 

FT 8l-JlH-l(abr) 
FT 8l-B-5(abr) 
IAAI ft 8l-AD-l(abr) 

FT 8l-AE-l(abr) 
FT 8l-AF-l(abr) 
FT 8l-C-U{abrJ 
FT 8l-N-l(abr) 
FT 8l-S-2(abr) 
FT 8l-T-2(abr) 

Fire alarm WD Poster 5-17 

Fire control 
75-mii gun, AA 

Skyeweeper TC 27-1952 

Antiaircraft artillery FK 114-2 

Coast Artillery FM U-15 

Fire control equipment 
90 -mm gun tank 

Mk8 TC 21-1953 

Fire control systems, AA 

M33 FM kk-k 

M33C FT 90AA-B-5 

M33D FT 12QAA-A-1 

T33 FM Uk-h 

Servicing FM hk-33 

Fire direction 

Field Artillery gunnery FM 6-kO 



Fire extinguishers 
Carbon dioxide 
Carbon tetrachloride 



Foam 

Soda -acid 
Water puaip tank 
Fire prevention 



WD Poster 5-4 
WD Poster 5-2 
WD Poster 5-3 
WD Poster 5-5 
WD Poster 5-6 
WD Poster 5-7 
WD Poster 5-18 
WD Poster 5-25 
DA Poster 5-31 

Fire support 

Ground combat operations 

Coordination TC 9-1953 

Fire BvppOTt coordination centers 

Organization and functions TC 9-1953 

FM 44-58 

'^'^rt^J*""''" 0^9-205 

First aid ™ oi n 

Basic fundamentals FM '^'■-^ 

cm casualties ™ ^ „ ? 

Training ^ 8-1 
Flag (U S) 

Raising; lowering 

Procedures JtJ 

Flag signals ™ ^^-^ 
Flame throwers 

M2A1 „o 

Assembly; disassembly GTA 3-20 

Use; characteristics FM 3-5 
Flame throwers. Portable 

Characteristics ^ ^ 

Tactical employmont ^ '■^^ 

Flares, Trip 

Mlt9 OTA 9-50 

Food service 

Dont's sell seasoning short 

DA Poster 10-20 
For good coffee, keep your- equipment 

clean DA Poster 10-15 

Keep your men cool with cold suppers 

DA Poster 10-22 
Let's talk tyrkeyl DA Poster 10-14 

Maintaining good cafeteria style messes 
can be a big Job DA Poster 10-23 
Ride the gravy tialn to success 

DA Poster 10-18 
Start the day right DA Poster 10-19 
The basic seven DA Poster 10-17 

There is no magic in making a tempting 
salad; Diake them cold, crisp, and 
colorful. DA Poster 10-21 

There's no guess work here, Watson 

DA Poster 10-13 
There's no trick in making good coffee! 

DA Poster 10-16 

Food service program 

Purpose; responsibilities ROTCM 145-95 

Food service teams 

Training objectives TC 16-1951 

Foot marches 

Methods; techniques FM 21-18 

Formations, Mounted 

Antiaircraft Artillery FM 44-20 

Fortifications, Field 

Construction; types ROTCM 145-60 

Definitions; use GTA 5-9-1 

Planning; construction FM 5-15 

Fortifications, Fixed 

Camouflage FM 5-20G 

Characteristics FM 31-50 
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Fuzes, PD (point detonator) --Continued 



Explosives: characteristics FM 5-2t 


1^, armed 


GTA 9-1(23 


Mine warfare tactics 


FM 5-32 


1^ J unarmed 


GTA 9-1(22 


Freight shipments 




M9 


FT l(.2-B-l(abr) 


Movement control 
Fuel filter, Automotive 


FM 55-10 


H9, armed 


GTA 9-1(23 


GTA 9-102-5 


H9, unarmed 


GTA 9-1(22 


Fuel supply system 


GTA 9-102-1 


Ml(8 


FT 9O-C-3 


Fuel system and carburetors. Automotive 


MitSAl 




Air cleaners, engines 


GTA 9-102-9 


FunctloniJig parts 


GTA 9-38 


Carburetor 


GTA 9-102-11 


MUBAa 




GTA 9-102-12 


Functioning parts 


GTA 9-38 




GTA 9-102-13 


Ml(8A3 


GTA 9-1(19 




GTA 9-102-ll( 


M51 


FT 1(.5-A-1 


Carburetor -governor 


GTA 9-102-16 




FT 8-1-1 


Filler cap 


GTA 9-102-8 




FT 8-J-l 


Fuel filter 


GTA 9-102-5 




FT 2l(0-C-l 


Fuel pun^s 


GTA 9-102-3 


M5IAI 


FT 8-L-2 




GTA 9-102-4 


M51A2 


FT 8-L-2 


Fuel stQiply system 


GTA 9-102-1 


M51A5 


GTA 9-1(09 


Fuel system, Idle 


GTA 9-102-19 




GTA 9-1(10 


Governor 


GTA 9-102-6 




GTA 9-1*19 


Governor system 


GTA 9-102-22 


TJC 280-B-l(A to D) 


Governor valve assembly GTA 9-102-20 


M52 


FT 60-J-l(abr) 


Main metering system 


GTA 9-102-18 




FT 81-B-3 


Pover enrichment system GTA 9-102-17 




FT 8l-I-l(abr) 


Power system 


GTA 9-102-15 


M52A1 


FT 60-A-5(abr) 


Pump, accelerating 


GTA 9-102-21 




Ui/i y— '(XT 


Pump, fuel 


GTA 9-102-2 


M52A1B1 


FT 60-A-5(abr) 


Tube fittings 


GTA 9-102-7 


H52A2 


FT 8l-AD-l(abr) 


Vacuum 


GTA 9-102 -U 




FT 8l-AF-l(abr) 


Vacuum pump 


GTA 9-102-1 




FT 8l-B-5(abr) 


Fuze setters 






FT 8l-0-l((abr) 


M19 


FM UU-28 


M52A2B1 


FT 8l-AG-l(abr) 


Fuze setters (90-mm gun) 






FT 8l-C-l((abr) 


M13 


OTA 9-211 


M52B1 


FT 60-J-l(abr) 


Fuzes 






FT 8l-I-l(abr) 


British Array 




M52B2 


FT 8l-I-l(abr) 


Functioning; nomenclature GTA 5-22 


M52B10 


FT 8l-AH-l(abr) 


Japanese Army 




M53 


FT 8I-B-3 


Functioning; nomenclature GTA 5-2'* 


M53A1 


FT 8l-T-2(abr) 


Land mines 


GTA 5-19 


V51 


GTA 9-1(11 


Soviet Army 




m61(A1 


FT l(0AA-A-3 


Functioning; nomenclature GTA 5-25 


H71 


FT l(0AA-A-3 


Types 


GTA 5-20 


M7I* 


FT 37-BJ-2(abr) 


Chinese Army 


GTA 5-26 


M81 


FTR It.S-D-S 


Korean Army 


GTA 5-26 


M81A1 


FTR 1(. 5-0-1 


Soviet Army 


GTA 5-26 


M82 


FT 60-F-l((abr) 


Fuzes, BD (base detonator) 




Mk.27 


FT l(0AA-A-3 


M60 


FT 155-Z-l 


Fuzes, Percussion 
119 




GTA 9-1(17 


FT 3.1(5-A-1 


m62 


GTA 9-39 


Fuzes, SQ (super quick) 




m66ai 


GTA 9-U3 


117 


FT 3.1(5-A-1 


Mk X 


FT 8-1-1 

FT 16-E-l 


221 

Fuzes , Time 


FT 3.I(5-A-1 


Fuzes, BP (base practice) 

M58 




221 


FT 3.1(5-A-1 


FT 37-BA-2(abr) 


M65AI (fixed) 


FT 60-G-2(abr) 


Fuzes, Flare, MT (mechanical time) 


m8U 


FT 8l-V-2(abr) 


MlllAl 


GTA 9-51 


Fuzed, TM (time, mechanical) 


Fuzes, Mine 

m603 (T17E2) 




MU3 


FT 9O-C-3 


TC 13-1952 


M67 


FT 1(.5-A-1 


M605 


TC 26-1953 




VT ft_T..^ 


Fuzes, HT (mechanical time 


) 


Fuzes, TSQ (time, super quick) 




GTA 9-U09 


M5 


FT l(.2-B-l(abr) 


M61A3 


GTA 9-1(16 


M5lt 


GTA 9-l(l( 


GTA 9-1(25 


GTA 9-1(13 


M67 


FT 21(0-C-1 


M77 


FT 8l-AE-l(abr) 


M502 


GTA 9-U16 




FT 8l-N-l(abr) 


210 


FT 3.1t5-A-l 




FT 8l-S-2(abr) 


Fuzes, MrSQ (mechanical time super quick) 




GTA 9-1(18 


M500 


FT l(.2-B-l(abr) 


Fuzes, U. S. 


M502 


GTA 9-1(09 


Antipersonnel mines 




Fuzes, PD (point detonator) 


Use 


GTA 5-13 


M2 


FT lt.2-B-l(abr) 


Booby traps 


M3 


FT l(.2-B-l(abr) 


Use 


GTA 5-13 


m8 


FT U.2-B-l(abr) 
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Fuzes, U. S . --Continued 

Types 

Types, use, action 
Fuzes, VT {variable time) 
Mlt02 
Mlt-02A1 

T226 



CTA 5-20 
GTA 5-n 

FTR lt.5-D-3 
FTR It. 5-0-1 
GTA J-liSJ 
FT U.2-B-l(abr) 



FM 101-1 



Gl Manual 
Gases, War 

Air use; characteristics FM 3-" 

Ground use; characteristics FM 3-5 
Gears, Automotive 
Final drives 

Use GTA 9-106-7 

Gearshift GTA 9-107-1 

Gears, Steering, Automotive 

Ackerman steering CTA 9-105-7 

Cam and lever GTA 9-105-5 

Hut GTA 9-105-2 

GTA 9-105-3 
GTA 9-105-9 

Ross steering GTA 9-105-6 

Worm GTA 9-105-2 

GTA 9-105-3 
GTA 9-105-9 

Worm and roller GTA 9-105-1 

General OrcJers , Guard FM 26-5 

Generators , Automotive 

Ignition and electrical system 

GTA 9-loU-ll 
Direct -current GTA 9-10U-9 

Geneva Conventions, I9U9 

Handling POW's FM 19-UO 

Training course TC 22-1951 

Treatment of POW's FM 30-15 

Germany- 
Explosives : characteristics FM 5-25 
Mine warfare tactics FM 5-32 

Gliders 

Use In airborne operations TC 18-1952 
Governor system 

Air flow GTA 9-102-22 

Graves registration 
Activities 

Theaters of operations FM IO-63 
Greases 

Commonly used 

Conditions GTA 9-109-8 

Texture characteristics GTA 9-109-9 
Grenades 

Projection adapter 

Ml GTA 9-1*9 

Types; characteristics GTA 9-1*02 

Grenades, Chemical GTA 9-403 

Grenades, Energa 

Characteristics; functions FM 23-3O 
Grenades, Hand GTA 9-1*6 

ROTCM 11*5-30 

British Army GTA 5-22 

Chemical 

Incendiary GTA 3-8 

Smoke GTA 3-8 

Use, description, firing GTA 3-8 
Types; uses 

Throwing techniques FM 23-30 

Grenades, Rifle ROTCM 11*5-30 

Types; characteristics 

Marksmanship FM 23-30 

Ground/Air emergency code FM 24-5 



Ground chemical attack 

Sample plan FM 3-5 

Ground operations 
Chemical warfare 

Use and characteristics of miini- 

tions FM 3-5 

Groups 

Antiaircraft Artillery 

Training program ATP 1*4-360 

Armor 

Training program ATP 17-306 

Chemical 

Organization; functions FM 3-80 

Engineer 

Organization; functions FM 5-5 

Guard commandments 

see General Orders, Guard 
Guard duty 

Performance FM 25-5 

Guard formations FM 26-5 

Guards, Escort 

MOS 4676 ASubJScd 19-102 

Guards, Interior 

Duties FM 26-5 

Guards , Security 

MOS 4676 ASubJScd 19-102 

Guard jsupervisors , Escort 

MOS 1676 ASubJScd 19-102 

Guard supervisors. Security 

MOS 1676 ASubJScd 19-102 

Guerilla Forces 

Defense against attack FM 31-15 

FM 31-20 

Organization; tactics FM 31-20 

Guerilla warfare FM 31-20 

Strategy; operations, history 

ROTCM 145-60 

Guided missiles 

Safety precautions TC 25-I953 

Gunnery 

Coast Artillery FM 4-10 

Crew-served weapons ROTCM 145-41 

ROTCM 145-42 

Field Artillery FM 6-40 

Portable flame thrower 

Operator's quallf icatloas 

IC 22-1953 

Guns (3.45-lnch) 

Mk. II (British) FT 3.45-A-l 

Guns (4.5-inch) 

Ml FT 4.5-A-l 

Guns (4.7-inch, AA) 

Ml FT 4.7AA-C-I 

TD 4.7AA-C-I 

Guns (8-inch) 

Ml FM 6-95 

FT 8-L-2 
TjC 8-L-2(A to C) 
Mk VI FT 8-1-1 

Guns (l5-inch) 

Mk II (Navy) FT I6-E-I 

Guns (37 -mm) 

m6 FT 37-S-3 

MI916 FT 37-BA-2(abr) 

FT 37-BJ-2(a1Jr) 

Guns (37 -mm, antitank) 

M3 FM 23-70 

Guns (37-mm, automatic) 

M1A2 FT 37AA-N-2 

Guns (37-mm, subcaliber) 

M12 FT 37-BJ-2(abr} 

MI3 FT 37-BJ-2(abr) 

M14 FT 37-BJ-2(abr) 

MI5 FT 37-BJ-2(abr) 

MI6 FT 37-BJ-2fabrl 
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Guns (ItO-nim) 

TlUl FM ltli-6l 
GunB (l^O-om, automatic) 

Automatic Oxader OTA 9-209 

Ml FT ltOAA-A-3 
Guns (Uo-m, dual autonatlc) 

»e FT UOAA-A-3 
Guns (57-ii»ij antitank) 

Ml FM 23-75 
IT! 57-A-3(abr) 

n! 57-c-i 

Guns Ij^-rna) 

M3 FT 75-AY-l 

FT 75-AY-l(abr) 
FT 75-BI-l(abr) 

h6 FM 17-12 

FT 75-Ay-l 
FT 75-AY-l(abr) 
FT 75-BH-2rabrJ 

MI7 FT 75-AY-l(abr) 

FT 75-BH-2(abr) 

Guns (75-™ij AA) 

Emiloyoent in air defense TC 16-1953 

Skysweeper FM lA-69 

Operations; functions TC 27-1952 
Guns (T5-Ma, sbbcaliber) 

M25 FT 75-BF-l 

Guns (76-om) 

MlAl FT 76-C-l 

MiAic 76-0-1 

FT 76-C-l (abr) 
FT 76-0-1 (ahr) 
M1A2 FM 17-12 

FT 76-C-l 
FT 76-C-l(ebr) 
FT 76-G-l(abr) 
T91i)3(M32) FT 76-H-2(abr) 

Guns (77-™. tank) 

Recoil cylinder OTA 9-210 

Guns (90-inni] GTA 9-226 

Fuze setter OTA 9-211 

Ml FM lt-91 

TD 90-F-2 

Ml series FT 90AA-B-5 

MlAl TD 90-F-2 

he GTA 9-223 

TD 90-F-2 

M2 series FT 90AA-B-5 

M3 FM 17-12 

FT 90 -F -2 (abr) 
FT 90-L-l(abr) 
TD 9O-F-2 

M3A1 FT 90-F-2(abr) 

FT 90-L-l(abr) 
M36(T119E1) FT 90-N-0(abr) 

MlH FT 90-H-0(abr) 

T8 ft 90.F-2(abr) 

FT 90-L-l(abr) 
TI39 TC 21-1953 

Guns (90-iim, AA) 

Ml FM l*-126 

FT 9O-C-3 
FT 9OAA-B-3 

MlAl FT 9OAA-B-3 

le FM kl^-^^ 

FT 9OAA-B-3 

M2A1 FM lASJ 

Guns (120-iim) 

M1A2 GTA 9-227 

GTA 9-228 
OTA 9-229 

Guns (120-nim, AA) 
Ml 

Equilibrator pressure control 

OTA 9-213 



Guns (120-iim, AA)-- Continued 

Ml series FT 120AA-A-1 

(iQAi FM hk-2.B 

M1A2 GTA 9-230 

Guns (155-inm) 

m FM k-2h 

FT 155-Z-l 
TJC 155-S-2(A and B) 
MlAl FT 155-Z-l 

TJC 155-S-2(A and B) 
le FM 6-87 

FM 6-90 
FT 75-BF-l 
FT 155-S-2 
TO 155-Z-l 
GTA 9-22U 

Guns (280-iom] 

TI3I FM 6-96 

FT 28O-B-I 
TJC 280-B-1 (A to D) 

Guns, Machine 

Gunnery BOTCM IU5-UI 

Guns, Machine (cal .30) 

Browning 

IC FT 0.30-A-U 

MI917 FT 0.30-A-lt 

MI9I7AI FM 23-55 

FT 0.30-A-4 
FT 0.30-J-l 
GTA 9-6OU 
ROTCM lft5-lH 

MigigAU FM 23-55 

FT O.3O-A-4 
FT 0.30-jr-l 

MI9I9A5 FT 0.30-J-l 

MI919A6 FM 23-55 

FT 0.30-J-l 
GTA 9-615 
BOTCM iSS-lH 

Guns, Machine (cal .50) 
Browning 

K2 FM 23-65 

FT 0.50-H-l 
FT O.5OAA-T-I 
ROTCM IU5JH 

Guns, Subnaehlne (cal .45) 

Firing techniques FM 23-UO 

«3 

Firing techniques FH 23-41 

H3A1 GTA 9-3-1 

GTA 9-618 
ROTCM 145-30 
Firing techniques FM 23-41 

Thon5)BOn 

MI928AI FM 23-40 

Guns, USSR 

Antitank GIA 3O-I6 

85-iiBi 

T-34 OTA 30-15 

155-nan 

JS-2 GTA 30-15 

JB-3 GTA 30-15 

SP GTA 30-12 



Handbook 

Agressor military forces FM 30-102 

Harbor craft 

Types; characteristics FM 55-130 

Harbor defense 

Coast Artillery tactics FM 4-5 
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Headquarters 

Armored division (Reserve) 
Manpower training guide 

ATP 135-8l7-lt 

fiase general depot 

Training teat ATT 29-1 

Corps 

Signal section FH 11-22 

Engineer combat battalion, divisional 

Organization; functions FM 5-132 
Infantry battalion 

Organization; procediires FM 7-20 
InfSntry division (Reserve) 

Manpower training guide 

ATP 135-807-1 

Military Intelligence 

Training progranB ATP 30-201 

Signal battalion (Sve) (Team AD) 

Training program ATP 11-219 

Signal group (EW) (Team AE) 

Training program ATP 11-219 

Signal group (Svc) (Team AE) 

Training program ATP 11-219 

Headquarters and headquarters and service 

companies 
Amphibious support regiment 

Training program ATP 5-239 

ATP 20-301 
Engineer battalion, armored (Reserve) 

tbnpower training guide 

ATP 135-805-6 
Engineer combat battalion (Reserve) 
Manpower training guide 

ATP 135-805-3 
Engineer coiibat battalion, divisional 

Organization; functions FM 5-132 
Engineer combat battalion, divisional 
(Reserve ) 
Manpower training guide 

ATP 135-805-1 
Infantry battalion, armored 

Training program ATP 17-222 

Infantry battalion, armored (Reserve) 
Manpower training guide 

ATP 135-807-8 
Infantry battalion, separate (Reserve) 
Manpower training guide 

ATP 135-807-11 

Reconnaiseance battalion 

Training program ATP 17-212 

Reconnaissance battalion, Amsred divi- 
sion (Reserve) 
Ibnpoirer training guide 

ATP 135-817-10 

Tank battalion 

Training program ATP 17-202 

Kink battalion, heavy or medium (Re- 
serve) 

Manpower training guide 

ATP 135-817-9 
Tank battalion, medium (Reserve) 
Manpower training guide 

ATP 135-817-8 
Transportation biat maintenance battal- 
ion 

Training program ATP 55-309 

Transportation port battalion 

Training program ATP 55-303 

Training test ATT 55t5 

Beadquarters and headquarters batteries 
Antiaircraft Artillery automatic weap- 
ons battalion, mobile (Reserve) 
Manpower training guide 

ATP I35-8IA-5 



Headquarters and headquarters batteries — 
Continued 

Antiaircraft Artillery automatic weap- 
ons battalion, self -propelled (Re- 
serve ) 
Manpower training guide 

ATP I35-8UU-7 
Antiaircraft Artillery battalion, 90- 
mm gun (Reserve) 
Manpower training guide 

ATP 135-8U4-3 
Antiaircraft Artillery brigade (Re- 
serve) 
Manpower training guide 

ATP 135-841t-9 
Antiaircraft Artillery group (Reserve) 
Manpower training guide 

ATP I35-8UU-2 

Corps Artillery (Reserve) 

Manpower tiaining guide „ , „ 

ATP 135-806-18 
Field Artillery (Armored divisi-jn) (Re- 
serve ) 
Manpower training guide 

ATP 135-806-5 
Field Artillery (Infantry division) 
(Reserve ) 
Manpower training guide 

ATP 135-805-4 
Field Artillery battalion, armored, 
105-mm howitzer (Reserve) 
Manpower training guide 

ATP 135-806-9 
Field Artillery battalion, armDred, 
155-mm howitzer (Reserve) 
Manpower training guide 

ATP 135-806-12 
Field Artillery battalion, heavy or 
very heavy (Reserve) 
Manpower training guide 

ATP 135-806-15 
Field Artillery battalion, 105-mm how- 
itzer (Reserve) 
Manpower training guide 

ATP 135-806-1 
Field Artillery battalion, 155-mm how- 
itzer (Reserve) 
Ibnpower training guide 

ATP 135-806-6 
Field Artillery battalion, observation 
(Reserve) 
Manpower training guide 

ATP 135-806-19 
Field Artillery group (Reserve) 
Manpower training guide 

ATP 135-8o6-llf 
Headquarters and headquarters companies 
Amphibious si:^port brigade 

Training program ATP 5-231 

ATP 20-300 
Armored Cavalry group (Reserve) 
Manpower training guide 

ATP 135-817-3 
Aimored Cavalry reconnaissance battal- 
ion, separate (Reserve) 
Manpower training guide 

ATP 135-817-12 
AriQored Cavalry regiment, light (Re- 
serve ) 

Manpower training guide 

ATP 135-817-11 

Armored division 

Communications FM 17-70 

Iiaining program ATP 17-231 
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Headquarters and headquarters companies — 

Continued 
Armored division train 

Training program ATP 17-231 

Armored division trains (Reserve) 

Manpower training guide 

ATP 135-817-7 

Combat command 

Training program AHP 17-231 

Combat command J Armored division (Re- 
Manpower training guide 

ATP 135-817-6 

Engineer avia'tlon brigade 

Training program ATP 5-230 

Engineer aviation group 

Training program ATP 5-233 

Training teat ATT 5-31 

Engineer base topographic battalion 
Training test ATT 5-35 

Engineer brigade 

Training program ATP 5-232 

Training test ATT 5-36 

Engineer combat group 

Training program ATP 5-234 

Training test AIT 5-30 

Engineer combat group (Reserve) 
Manpower training guide 

ATP 135-805-12 

Engineer construction group 

Training program ATP 5-235 

Training test ATT 5-29 

Engineer maintenance and supply group 
Training program ATP 5-236 

Training teat ATT 5-42 

Infantry 

Basic unit training ATP 7-3OO 

Infantry battalion 

Training program ATP 7-301 

Infantry battalion (Reserve) 

Manpower training guide 

ATP 135-807-5 
Infantry battalion, airborne 

Training program ATP 7-301 

Infantry battalion, separate 

Training program ATP 7-301 

Infantry regiment 

Training program ATP 7-206 

Infantry regiment, airborne 

Training program ATP 7-206 

Infantry regiment (Reserve) 

Manpower training guide 

ATP 135-807-10 
Logistical command (Types A, B, and C) 

Training program ATP IIO-30O 

I4edical battalion (Reserve) 

Manpower tritlning guide 

ATP 135-808-2 
Medical battalion, armored (Reserve) 
Manpower training guide 

ATP 135-808-9 
Military Police battalion (Reserve) 
Manpower training guide 

ATP 135-819-U 
Military Police battalion, army (Re- 
serve) 
Manpower training guide 

ATP 135-819-2 

Ordnance group 

Training test A^PP 9-7 

Ordnance group (Reserve) 

Usinpower training guide 

ATP 135-809-9 



Headquarters and headquarters coii5)anles-- 
Continued 
Ordnance maintenance battalion (Re- 
serve) 
Manpower training guide 

ATP 135-809-1 

Quartermaster base depot 

Training test ATT 10-25 

Quartermaster depot FM 10-52 

Training program ATP 10-221 

Quartermaster group FM 10-2 

Training test ATT 10-20 

Reconnaissance battalion, Armored Cav- 
alry regiment (Reserve) 

HEinpover training guide 

ATP 135-817-12 

Signal base depot 

Training test AIT 11-12 

Signal group 

Training test AIT II-I8 

Signal support battalion 

Training test ATT 11-16 

Transportation boat battalion 

Training program ATP 55-308 

Transportation groi^, Eigbway (Reserve) 

Manpower training guide 

ATP 135-855-3 
Transportation highway transport divi- 
sion 

Training program ATP 55-301 

Transportation highway transport group 

Training program ATP 55-301 

Transportation major port (overseas) 

Training test ATT 55-15 

Transportation medium port (overseas) 

Training test ATT 55-16 

Transportation military railway service 

Training test ATT 55-19 

Transportation port command "B" 

Training program ATP 55-302 

Transportation railvay grand division 

Training test ATT 55-21 

Transportation railway operating bat- 
talion 

Training test ATT 55-7 

Transportation railway shop battalion 

Training test ATT 55-11 

Transportation truck battalion 

TC 11-1950 

Training program ATP 55-301 

Transportation truck battalion (Re- 
serve) 
Manpower training guide 

ATP 135-855-2 
Headquarters and headquarters detachments 
Chemical battalion, army 

Training program ATP 3-308 

Chemical battalion, army or communica- 
tions zone FM 3-80 
Chemical battalion, conmunications zone 
Training program ATP 3-308 
Chemical group 

Training program ATP 3-309 

Chemical group, field army or communi- 
cations zone FM 3-80 
Chemical service battalion 

Training test AOT 3-6 

Chemical smoke generator battalion 

Training program ATP 3-301 

Training test ATT 3-9 

Engineer base topographic battalion 
Training program ATP 5-237 
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Headquarters and headquarters detachinents 

— Continued 
Engineer camouflage battalion 

Training program ATP 5-323 

Engineer camouflage con^ny 

Training program ATP 5-323 

Engineer depot battalion 

Training program ATP 5-238 

Training teat ATT 5-33 

Engineer depot company 

Training program ATP 5-238 

Medical battalion, separate 

Training program ATP 8-360 

Medical battalion, separate (Reserve) . 

Manpower training guide 

ATP 135-808-6 



Medical group 

Training program 
Medical groups (Reserve) 

Manpower training guide 



ATP 8-360 



ATP 135-808.5 
Ordnance battalion 

Training test AM 9-2 

Ordnance battalion (Reserve) 
Manpower training guide 

ATP 135-809-8 
Quartermaster battalion FM 10-53 

Training program ATP 10-227 

Training test 
QuarteniBBter battalion, armored divi- 
sion 

Training test AIT 10-21 

Quartermaster battalion, armored divi- 
sion (Reserve) 

Manpower training guide 

ATP 135-810-2 
Quartermaster battalion, armored 

Training program ATP 10-201 

Quartermaster group 

Training program ATP 10-228 

Signal battalion, support 

Training program ATP 11-219 

Signal gro>^ 

Training program ATP 11-219 

Heaters, Water 
Domestic 

Fireman's performance chart 

WD Poster 5-16 

Keating systems 

Hot water boilers 

Fireman's perfontBnee chart 

WD Poster 5-13 
WD Poster 5-l'^ 

Steam boilers 

Fireman's performance chart 

WD Poster 5-11 
WD Poster 5-12 

Warm air furnace 

Fireman's performance chart 

WD Poster 5-9 
WD Poster 5-10 

Helicopter operations 

Ground assistance TC 22-1952 

Ambulance service TC 32-1952 

High Schools, Civilian (ROTC, class CS) 
Programs of instruction ATP lli-5-l|- 

History, Military 

see Military history 

Horsemanship FM 25-5 

Horses 

Feeding; care FM 25-5 

Hospital center. Headquarters 

Training objectives TC 16-I951 



ATT 8-18 
TC 32-1951 

IM 8-10 



FM 8-5 
FM 8-10 



Hospital train 
Medical 

Training test 
Mission and function 

Hospitalization 

Theater of operations 

Hospitals 

Combat zone 

Types; functions 
T^Ties ; organization 

Hospitals, Evacuation 

Training program (750-bed) ATP 8-305 
Training test ATT 8-5 

Hospitals, Evacuation (semi -mobile) 

Training program (iKJO-bed) ATP 8-305 
Training test ATT 8-7 

Hospitala, Field 9-1951 
Training program ATP 8-301 

Training test ATT 8-15 

Hospitals, General (communications zone) 
Mission and functions TC 37-1951 

Training program ' ATP 8-302 

Training test ATT 8-19 

Hospitals, Station (communications zone) 
Mission and functions TC 35-1951 

Training program ATP 8-302 

Training test ACT 8-17 

Hospitals, Surgical (mobile) 

Training objectives TC 3-1953 

Training program ATP 8-305 

Training test ATT 8-6 

Hospitals, Veterinary convalescent FM 8-5 

Hospitals, Veterinary evacuation FM 8-5 
Training test ATT 8-8 

Hospitals, Veterinary general FM 8-6 

Training test ATT 8-I6 

Hospitals, Veterinary general (communica- 
tions zone) TC 29-1951 
500 patient 

Training program ATP 8-306 

Hospitals, Veterinary station FM 8-5 

Howitzers (8-ineh) 

IQ FM 6-87 ■ 

FT 8-J-l 
TJC 8-J-l(A to 0) 
HE FM 6-87 

FM 6-90 

Howitzers (75-™) 

Ml TJC 75-I-lt(A to D) 

tOAl FT 75-I-'t 

FT 75-I-'t(abr) 
TjC 75-1 -It (A to D) 
M2 TJC 75-1 -"tlA to D) 

M3 FT 75-1 -'^ 

FT 75-1-'* (abr) 
TjC 75-I-'*(A to D) 

Howitzers (105-mm) 

H2 series FM 6-75 

M2A1 FM 6-71+ 

FT 105-AM-l(abr) 
IT 105-AH-l(abr) 
FT 105-H-lt 
FT 105-H-l*(abr) 
GTA 9-222 
GTA 9-411 
GTA 9-1*13 
TjC 105-H-lt (A to G) 
l^f FM 6-76 

FM 17-12 
FT 105-AM-l(abr) 
FT 105-AH-l(abr) 
FT 105-H-lt 
FT 105-H-lt(abr) 
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Howitzers (105-nntt) — Continued 
J^— Continued 

GTA 9-ltU 

(SUA 9-U13 

TjC 105-H-lt(A to G) 
T-96 FT 105-AL-l(abr) 

FT 105-AII-l(abr) 

Howitzers {l^'im) 

Ml FM 6-81 

FH 6-62 
FT 155-Q-2 
(m 9-MB 
TJC 155-Q-2(A to G) 
H2 GTA 9-l»08 

MI917 FT I55-V-2 

MI9I7AI FT 155-V-2 

MI918 FT I55-V-2 

Howitzers (SUO-im) 

Ml FT 2U0-C-1 

GTA 9-219 
GTA 9-220 
TJC 2U0-C-1(A to D) 
Ml towed FH 6-95 



Ignition and electrical system, Automotive 
Air brake 

Stop light switch GTA 9-l(A-27 

Battery and generating system 

Battery load GTA 9-104-26 

Battery test GTA 9-10l>-19 

GTA 9-10U-20 

Charging circuit GTA 9.IOU-21 

OTA 9-10U-22 

Current regulator GIA 9-10l*-23 

Generator regulator GTA 9-10U-18 
Meter and BVlteh panel GTA 9-10l»-17 
Voltage regulator resistance load 

GTA 9-10U-25 

Bendix -drive 

DisasBembly GTA 9-104-13 

Ctaarglng and starting Byatem 

GTA 9-IOU-I6 

Closing voltage test GTA 9-10lf-2l|' 

Clutch GTA g-ioU-iii- 

Cranking motor 

Selco-Reiqy Models 

1108533 OTA 9-104-12 

Distributor GTA 9-104-2 

GTA 9-104-30 

Mstributor timer OTA 9-104-3 

Distributor, venting GTA 9-104-32 

Electro-mgnet GIA 9-104-10 

Engine ignition systea GTA 9-104-5 
Generators GIA 9-104-11 

Direct current OTA 9-104-9 

Governor, Centrifugal GTA 9-104-4 

Induction coil 

Secondary winding GTA 9-104-8 

PriiiBry circuit OTA 9-104-1 

BegulAtor generator assembly 

GTA 9-104-29 

Spark plugs 

Heat conduction GTA 9-104-7 

Sectional view GTA 9-104-6 

Starter assembly GTA 9-104-28 

Switch 

Solenoid circuit GTA 9-104-15 

Wiring diagram GTA 9-104-31 

Illuminating devices 

60-inch searchlight TC 29-1952 

Battlefield TC 30-1952 

Interviews and interrogations 

Techniques nj 19-20 



Incendiaries 

Air use; characteristics 3-^ 
Ground use; characteristics FM 3-5 

Increment, Propellant 

MlAl FT 8l-AG-l(abr) 

FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
M2A1 FT 8l-AD-l(abr) 

FT Sl-AE-llabr) 
FT 8l-AF-l(abr) 
FT 8l-C-4(abr) 
FT 8l-N-l(abr) 
FT 81-8-2 (abr) 
FT 8l-T-2(abr) 

Individual sick slip BOTCM 145-95 

Individual soldier 

Camouflage FM 5-20A 

Combat training FM 21-75 

Defense against biological attack 

FM 21-40 
FH 21-41 
FM 21.45 
Defense against chemical attack 

FM 21-40 
FM 21-41 

Defense against radiological attack 

FM 21-40 
FM 21-41 
FM 21-13 
GTA 20-13 



Guide 

Infomstlon and you 
Load control 

Command responsibility TC 2-1953 
Military training FM 21-5 

Patrolling FM 21-75 

Individual soldier (combat) 

Adjustment of artillery fire FM 6-135 

Individual soldier, ROTC 

Combat training ROTCM l45-60 

Weapons and marksmanship ROTCM 145-30 

Infantry, Armored 

Sl-niii mortar squad BM 17-77 

Light maohina-gun squad M 17-77 

Rifle squad m 17.77 

Infiltration (enemy forces} 

Defense against attack FM 31.15 

Information and you 

Troop InfomHtion QTA 20.13 

Insect control FM 21.10 

Insignia 

Aggressor forces FVL 30.101 

Armed Fbrces DA Foster 2lJ»4 

Installations, Class I and II 

Supply management FM 38 -1 

Installations, Field press censorship 

layout and operation FM 45-25 

Installations, Industrial 

Physical security FM I9.3O 

Installations, Military 

Physical security FM I9.3O 

Instruments, Musical 

Ciure; maintenance ASiibJScd 12-9 

Intelligence sections 

Infantry division 

Training test tan 7-^7 

Infantry regiment 

Training test AIT 7.28 

ATT 7.29 

International Morse Code 

see Morse code 
Interrogations 

see Interviews and interrogations 
Intervals, Music 

Recognition; ciasBlfication 

ASubJSed 12-3 
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Investigations, Criminal 

Information sources FM 19-20 

Techniques; procedures FM 19-20 

Italy 

Explosives: characteristics FM 5-25 

Mine warfare tactics FM 5-32 



Jacks 

Hydraulic GTA 9-215 
Japan 

Explosives: characteristics FM 5-25 

Mine warfare tactics FM 5-32 
Jlu Jitsu 

Techniques FM 21-150 
Joint actions 

Armea Forces FM 110-5 
Joint Task Forces 

Definition; establishment FM 110-5 

Joints , Slip OTA 9-106-2 

Joints, Universal OTA 9-106-2 

Constant velocity GTA 9-106-3 

RZEPPA type GTA 9-106-1* 
Journals, Infantry 

Maintenance FM T-W 
Journals, Staff 

Preparation FM 101-5 
Jungle operations 

Camouflage FM 5-20 

Engineer field units FM 5-6 

Tactics; techniques ' FH 72-20 



Keeping healthy (poster series) 

Sevare, drink only approved vater 

GTA 8-15 

Don't be your own doctor 
Typhus is spread by lice 
Knots 
Types 



GTA 8-13 
GTA 8-11 
GTA 5-8 
FM 55-150 



Labor supervision orcpnlzatlons 

Training program 
Laboratories, Chemical 

Tiraining program 
laboratories, Dental 

Training objectives 
Laboratories, Medical 
Training objectives 
Lal)oratorles, Medical field 

Training program - 
laboratories, Medical general (coimmjnlca 
tions zone) 
Training program 
land mine warfare 
Basic doctrine 
Doctrine; techniques 
Tactics ; techniques 
Land mines 

British Amy 
Antipersonnel 
Antitank 
Antivehlcular 
Functioning; nomenclature 
Chinese Army 

Functioning; nomenclature 
Foreign types; characteristics 
Functioning; nomenclature 
Fuzes 

Japanese Antiy 

Functioning; nomenclature 



ATP 10-301 
FM 3-25 
ATP 3-207 

TC 19-1951 

TC 31-1951 
ATP 8-380 



ATP 8-209 

TC 3'*-1952 
TC 20-195"* 
FM 5-32 



GTA 


5-22 


GTA 


5-22 


GXA 


5-22 


GTA 


5-22 


GTA 


5-26 


FM 


5-32 


GTA 


5-20 


GTA 


5-19 


GTA 


5-21* 



land mines — Continued 
Korean Army 

Functioning; nomenclature 
Soviet Army 

Antipersonnel 

Antitank 

Functioning; nomenclature 



GTA 5-26 

GTA 5-25 
OTA 5-25 
GTA 5-25 
GTA 5-26 
FM 5-32 



Types; characteristics; use 

Unexploded 

Disposal FM g-W 

Land warfare 

Basic rules and principles FM 27-H) 
landing operations 

AiijihlblouB FM 60-5 

landings 

Assualt FM 60-5 

Larger units 

Organizations FM 100-15 

Launchers, Boeket 

see Rocket launchers 
law and Order 

Establishment; maintenance FM 19-90 
Leaders' course 

Basic leadership training ATP 22-1 
Leadership 

Leaders set exanples DA Poster 16-i(-3 

Principles; techniques FM 22-10 

HOTOM IU5-IOO 



Small unit 

Soldier's guide 
Lesson plans 

Preparation 
Leveling mechanisms 

120 -mm guns 
M1A2 

Library procedures 

Band music 
Llfesavlng techniques 
Line construction, Pole 

Open wire ties 
Locks 

Firing 
MI3 

Logistic support 

Infantry regiment 
Logistical data 

Engineers 

Field Artillery battalion 
Logistics 

Armored division 
Mission 

St^ly management 
Logs, Field press censors' 

Preparation 
Lubricants, Automotive 
Greases 

Texture characteristics 
Oil functions 
Lubrication systems. Automotive 
Bearings 

Grades of oil 
Bearings, friction type 
Brass fittings 

Compression type 
Greases commonly used 
Oil filters 
Oil functions 
Pump, gear type 
Standard equipment 



FM 22-100 
F« 21-13 

FH 21-6 



OTA 9-229 

ASubJScd 12-12 
FM 21-20 

OTA 11-11 

GTA 9-207 
GTA 9-208 

FM 7-30 

FM 5-35 
FH 6-101 

FM 17-50 
ROTCM ll*5-80 
FM 38-1 

FM 1*5-25 



GTA 9-109-9 
GTA 9-109-1 



GTA 9-109-10 
GTA 9-109-7 

GTA 9-109-13 
GTA 9-109-8 
GTA 9-109-5 
GTA 9-109-1 
OIA 9-109-6 
GTA 9-109-11 



Machine records units 
Training objectives 



TC 35-1952 
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Maintenance companies 

see Companies, Maintenance 
Maintenance units. Aviation 
Transportation 

Mission; assignment; operation 

TC 1U-I95U 

Malaria control FM 8-5 

GTA 6-lt 
GTA 8-23 

Malaria prevention GTA 8-28 

Maneuver control 

Umpire manual pjj 105-5 

Maneuver enemy 

see Aggressor forces 
Maneuvers, Strategic 

Offensive; defensive; reserve FM IOO-15 
Manpower training guides (Beserve) 

kTP 135-series 

Manual of the pistol FM 23-35 

Manual of the revolver FM Z'i-Vi 

Map reading rotcm 145-50 

Advanced FM 21-26 

Coordinates scales and protractors 

GTA 5-12 

Elementary IM 21-25 

GTA 5-2 

Maps 

Data; corrections; grid systems FM 6-Uo 
Sketching FM 21-35 

Marching techniques FM 21-18 

Marksmanship 

History; training ROTCM 1^5-30 

Pistols; revolvers FM 23-35 

Marksmanship, Rifle 

see Rifle marksmanship 
Masks, Protective 

Wearing requirements TC I3-I95U 

Materials, Camouflage 

see Camouflage materlala 
Mechanics, Wheel vehicle 

MOS 1*014 POi 9.1 

Medical aidmen 

MOS 3666 ASubjSca 8-101 

Training program atp 8-110 

Medical concentration center. Headquarters 
Training objectives TC I6.I95I 

Medical corpsmen 

MOS 5657 ASubjScd 8-101 

Training program ATP 8-110 

Medical depots 

Communications zone TC 26-1952 

Medical Installations 

Camouflage fm 5-20C 

Medical service 

Joint oversea operations FM 8-25 

Theater of operations IM 8-10 

Medical service personnel 

MOS technical training ASubJScd 8-101 
Medical Service training camps 

see Training camps. Medical Service 
(ROTC) 
Medical Service units 

see Colleges, Civilian (ROTC Medical 
Service units) 
Medical subjects 
Basic 

Training test att fl 1 

Medical Units 

Theater of Operations FM 8-5 

Mess steward 

WS 1824 ASubJScd 10-102 

Message forms 

Reparation GTA II-13 

Military courtesy 

Soldier's guide fm 21-13 



Military discipline FM 21-13 

Military history 

U S ROTCM 145-20 

Military institutions (ROTC, class MI) 

Programs of Instruction ATP 145-2 

Military intelligence 

Operations ROTCM 145-90 

Military occupational specialties 

1668, Prisoner of war processing speci- 
alist ASub.iScd 19-102 
1676, Escort guard supervisor 

ASubjScd 19-102 
1676, Security guard supervisor 

ASubJScd 19-102 
1824, Mess steward ASubJScd 10-102 

1935, Recruiting specialist 

ASubJScd 12-105 
3060, Cook ASubJScd 10-102 

3097, Telephone Installer frepalrman) 

POI 11-3 

3666, Medical aidman ASubJScd 8-101 
3815, Ordnance storage specialist 

POI 9-2 

40l4, Wheel vehicle mechanic POI 9-1 
U309, Telephone switchboard operator 

POI 11-4 

4641, Field wlreman POI 11-1 

4676, Escort guard ASubJScd 19-102 

4676, Security guard ASubJScd 19-102 
4740, Radio operator (intermediate 

speed) POI 11-2 

5657 > Medical corpeman ASumbScd 8-101 
5832, Supply handler POI 10-1 

Military organization 

Principles ROTCM 145-10 

Military personnel 

see also Individual soldiers 
Aboard ship; en route to OS stations 

Training program ATP 21-113 

Awaiting assignment at reception cen- 
ters 

Training program MTP 20-3 

Military personnel, Enlisted 
Processing centers 

Training program MTP 20-7 

Military personnel (male) 

Basic combat training program (8 weeks) 
ATP 21-114 

Military Police patrols 

In towns and cities 

Guide FM 19-10 

Military Police Regulations IM 19-90 

Military policemen 

MOS technical training ASubJScd 19-100 
Military science 

Soldier's guide FM 21-13 

Military subjects 

Basic 

Training test Am 21-2 

Military supplies 
Principal items 

Requirements planning FM 38-.I 

Military synbola 

see under Symbols 
Military training 

Management BOTCM 145-90 

Mine fields 

Classification TC 20-I954 

Clearing: technique; equipment FM 5-32 
Uicatlng; laying; marking FM 5-I5 

FM 5-32 

Mines, Antipersonnel gtA 9-4o4 

Ml4 (T19E1) TC 4-1952 

TC 26-1^3 
TC Z6-Vn^ 



M16 

Function; employment 
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Mines, Antitank GTA 9-1*8 

Misfires, rifle 

Common causes GTA 9-612 

Monuments (hostile countries) 

Damage forbidden FM 27-10 

Morale services 

Responsibilities FM 100-10 

Morning reports 

Preparation; disposition; use 

BOTCM 11*5-95 

Morse code FM 2U-5 

Mortars (l*.2-lnch) 

M2 FM 23-92 

FT U.2-B-l(abr) 
HOTCM ll*5-U2 

M30 FM 23-92 

FT U.2-B-l(abr) 
GTA 9-626 
ROTCM 1U5-U2 

Mortars (60-mi) 

Indirect firing techniques OTA 7-7 

M2 FT 60-A-5(abr) 

FT 60-C-3(abr) 
FT 60-F-lt(abr) 
FT 60-O-2(abr) 
FT 60-L-l 

MI9 FM 23-85 

FT 60-A-5(abr) 

FT 60-C-3(abr) 
FT 60-F-l*(abr) 
FT 60-G-2(atr) 
FT 60-L-l 
ROTCM 11*5-1*2 

TI8E6 FT 60-J-l(abr) 

Mortars (Sl-mm) 

Ml FM 23-90 

FT 8l-AD-l(abr) 
FT 8l-AE-l(abr) 
FT 8l-AF-l(abr) 
FT 8l-AG-l(abr) 
rr 8l-B-3(abr) 
FT 8l-C-l*(abr; 
FT 8l-F-2(abr) 
FT 8l-I-l(abr) 
FT 8l-B-l(abr) 
FT 6l-S-2(abr) 
FT 8l-V-2(abr) 
[GTA] ORD Chart 26 
M3 [GTA] ORD Chart 26 

Mi*Ai m 23-91 

M21 FM 23-91 

FT 8l-AH-l(abr) 

M29 FM 23-90 

FT 8l-AD-l(abr) 
FT 8l-AE-l(abr) 
FT 8l-AF-l(abrJ 
FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 
FT 8l-C-li(abr) 
FT 8l-N-l(abr) 
FT 8l-S-2(abr) 
FT 8l-T-2(abr) 
FT 8l-V-2(abr) 
ROTCM 11*5-1*2 

Mortars, Chemical 

Use; characteristics FM 3-20 

Mortars, Chemical (l*.2-lnch) 

M2 FT U.2-B-1 

Shells 

M2A1 GTA 9-1*21* 

Mortars, Gunnery HOTCM 11*5-1*2 

Mortars, Trench (3-inch) 

Mk 1A2 FT 8I-B-3 

FT 8l-F-2(abr) 



Motor 

Transport FM 25-10 
Motor vehicles 

Inspection; maintenance FM 10-53 
Hstors, Electric 

Preventive maintenance WD Poster 5-81 
Mountain climbing 

Tactics; techniques FM 70-10 

Mountain operations FM 70-10 

Engineer operations FM 5-6 
Maunts, Gun (37-mm subcallber) 

M12; M13; T3lt; T36 FT 37-BA-2(ahr) 
Mounts, Gun (75-mm AA) 

T69 (Skysweeper) FM W-69 
TC 27-1952 

Mounts, Gun (90-inm) 
Ml 

Leveling mechanism GTA 9-19 

M3 ™ 1*-91 
Mounts, Gun (90-mm AA) 

Mlft2 ^ 9QAA-B-5 

M2 

Recoil mechanism GTA 9-223 

fEAl FT 9OAA-B-5 

Mounts, Gun (120-mm AA) 

Ml OTA 9-211* 

GTA 9-215 
Equilihrator pressure control 

GTA 9-213 

U142 FT 120AA-A-1 

GTA 9-229 
GTA 9-230 



Valve assembly 
Pressure control 
Itounts, Mortar (81-bbi) 
Ml 



Ml* 



H23 



IC3A1 



OTA 9-212 

FT Bl-AD-l(abr) 
FT 8l-AE-l(abr) 
PI 8l-AF-l(abr) 
FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 8l-C-l*(abr) 
FT 6l-N-l(abr) 
FT 8l-S-2(ahr) 
FT 8l-T-2(abr) 
FT 81-All-l(abr) 
FT 8l-AE-l(abr) 
FT 8l-AF-l(abr) 
FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 8l-!I-l(abr) 
FT 8l-S-2(ahr) 
FT 8l-T-2(abr) 
FT 8l-AD-l(abr) 
FT 8l-AE-l(ahr) 
FT 8l-AF-l(abr) 
FT 8l-A0-l(abrj 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 8l-C-l*{abr) 
FT 8l-H-l(abr) 
FT 8l-S-2(abr) 
FT 8l-T-2(abr) 
FT 8l-AD-l(abr) 
FT 8l-AE-l(abr) 
FT 8l-AF-l(abr) 
FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 8l-H-l(abr) 
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Mounts, Mortar (Sl-nim)— Continued 

M23A1— Continued FT 8l-S-2(abr) 

FT 8l-T-2Cabr) 
FT 8l-AD-l(abr) 
FT 8l-AE-l(abr) 
FT 8l-AF-l(abr) 
FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 8l-C-li{abr) 
FT 8l-H-l(abr) 
FT 8l-S^(abr) 

„ m , ^ 8l-T-2(abr) 

Mounts, Telescope 

mSti "TA 9-612 

"90I> GTA 9-612 

Mounts, Trailer (guns, machine) 

Movement control 

Theater of operations m 55.10 

Munitions, Chemical 

Air use; characteristics FM 3-6 

Ground use; characteristics 114 3-5 

Markings 3.5 

Music scales 
Hijor, minor 

Becognltlonj construction 

ASubJScd 12.3 



FM 31-71 
FM 33-5 
FM 31-25 
FM 5-6 
FM 100-5 
FM 31-60 

FM 10-7 

TO 9-19^ 



Operations - -Continued 
Arctic 
Combat 
Desert 

Engineer field units 

Field service 

River crossing 
Operations, Amphibious 

Quartermaster siqjport 
Operations, Denial 

Planning; execution 
Operations room 

Antiaircraft Artillery Intelligence 

service FM kk-6 

Order of battle 

Aggressor forces FM 3O-IO3 

Ordnance Corps 

Enlisted personnel 

Training program MIT 9-1 

Ordnance maintenance 

Organization; management; operations 

FM 9-10 

Ordnance service 

Field FM 9-5 

Theater of operations FM 9-5 

Orientation 

Use of coi^ss, vatch, stars 

ROTCM IU5.5O 

Outlines, Lesson FM 21-6 



FM 21-13 

DA Poster 21-2U 
DA Poster 21-20 
M Poster 21-21 

FM 6-10 

FM 1*5-25 



National Anthem 

Honors and salutes 
National security 

Development 

Education 

Health 
Heuropsychlatric service 

Theater of operations 
News 

fi^i? F®*^ censorship 
Night firing 

Ml rifles; low visibility 

Methods used 27.105, 

Without artificial illumination 

Instructions; techniques TC 27-1953 



Observers, Army aviation 

Training ^O-UOO 
Observers, Technical 

Aooonpanylng U S Forces in the Field 

Regulations fm 30-27 
Obstacles 

Construction 5-15 

Obstacles, Barbed wire qja J-g 

Preparation and use GTA 5-9-2 
Officer Indoctrination ROTCM 11*5-100 

Officers 

Demotions RCnXM 11*5-95 

Newly assigned 

Training progi«m ATP 21-130 

Pay and allowances ROTCM IU5-95 

Promotions kokm 11*5.95 
Oil filters 

Automotive qja 9-109-5 
Operation orders 

Field Artillery battalion FM 6-101 

Issuance Tnii inn c: 

Air -ground FM 31-35 

Terminology fM 31-35 

Amy Medical Service 

Theater of var JM 8-10 



Pack animals 

Selection; training FM 25-7 

Pack artillery 

see Artillery, Pack 
Packaging and crating 

Methods FM IO-I3 

Panel codes FM 21* -5 

Parachutists 

Jump techniques TC I9-I95I* 

Parachutes, Personnel 

T-7 

Use of masking tape TC 12-1953 

T-7A 

Use of masking tape TC I2-I953 

T-10 

Characteristics; capabilities; 

limitations TC B-195I* 

Bassenger travel 

Movement control FM 55-10 

Basses 

. lypes ROTCM 11*5-95 

Patrol reports 

Standard method TC 5-I952 

Patrolling fm 21-75 

Technique ROTCM ll*5-60 

Patrols 

Types; mission ROTCM 1U5-60 

Pay records 

Maintenance; custody ROTCM 11*5-95 

Pearl Harbor attack 

Lesson learned FM 100-5 

Periscope, Gunner's 

M20 (T35) TC 21-1953 

Perishable foods 

Storage FM 10-24 

Personal health GTA 8-I7 

Personnel (enemy) 

Handling; examination FM 30-15 

Personnel management 

Administrative procedures HOTCM 11*5-95 
Photographic laboratories 

Operations FM 11-1*0 
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FM U-UO 

FM 1*5-25 
IM 21-26 

m 21-25 

ROTCM IU5-5O 

FM ll-UO 

FM II-I4O 
FM 11-1*0 

ROTCM 11*5-50 
GTA 21-39 

ATT 21-1 

FM 21-20 



Photographic units 

Organization 
Photographs 

Censorship 
Photographs, Aerial 

Advanced reading 

Elementary reading 

Types and use; reading 
Photography 

Still and motion picture 
photography, Signal, 

Tactical en^loyment 

Types 
Photomaps 

Reading 
Physical conditioning 
Physical fitness 

Training test 
Physical fitness tests 
Physical security 

Installations; facilities; supplies 

FM 19-30 

Physical security guide FM 19-30 

Physical security plan 

Principles FM 19-30 

Physical training 

Mission; policies TC 27-1951 

TC 1-1952 

Types PM 21-20 

Physiological effects 

CBR attack FM 21-1*0 

Pigeons 

Use in Signal communications FM ll-oO 
Pistols (cal .1*5), Automatic 

MI9II FM 23-35 

Firing mechanism GOA 9-622 

Safety lock mechanism GTA 9-620 
MI9IIAI ™ 23-35 

GTA 9-617 

Firing mechanism GTA 9-622 

Safety grip GTA 9-621 

Pistons 

Group GTA 9-101-1* 

Nomenclature GTA 9-101-3 

Platoons 

Armored engineer 

Training test AIT 5-1 

Organization; operation ROTCM 11*5-10 
Platoons, Antitank 

Infantry 

Training test ATT 7-12 

Platoons, Antitank Mine 
Infantry 

Training test ATT 7-8 

Platoons , Comnnmication 
Infantry 

Training test ATT 7-22 

ATT 7-23 

Platoons , Counterf ire 
Infantry 

Training test AIT 7-5 

Platoons, Heavy mortar 
Infantry 

Training test ATT 7-11 

Platoons, Intelligence and reconnaissance 
Infantry 

Training test ATT 7-7 

Platoons, tfechine gun 
Infantry 

Training test ATT 7-17 

Platoons, Mortar C'*-2-inch) 

Chemical 

Training test ATT 3-3 



Platoons, Mortar (8l-mm) 
Infantry 

Training test ATT 7-1 

ATT 7-rl6 

Tactics; techniques M 17-27 

Platoons , Pioneer and ammunition 

Infantry . 
Training test ATT 7-11* 

Platoons, Ranker 

Infantry 

Training test ATT 7-21 

Platoons, Reconnaissance 

Armored 

Training test ™ T7"i« 

Tactics; techniques ™ J-l-<^ 

Platoons, Rifle 
Armored infantry 

Training test ™r 7-2 

Infantry 

Training test ATT 7-25 

Rifle coinjany 

Training test ATT 7-|5 

Tactics ROTCM 11*5-60 

Platoons, Rifle (75-mm) 

Infantry .™ „ ,0 

Training test ATT 7-18 

Platoons, Rifle a05-iBii) 

Tactical employment TC 3J.-J.y>; 

Platoons, Security 
Infantry 

Training test ATT 7-9 

Platoons, Tank 
Amphibious 

Training teat ATT 17-12 

Combat firing 

Training test ATT IT -8 

Operations ™ 17-32 

Platoons , Tank (90-mm gun) 
Armored 

Training test ATT 17-1 

Platoons, Tank (120-nB gun) 
Armored 

Training test AIT 17-1 

Platoons, Tractor 
Amphibious 

Training test ATT 17-1* 

Platoons, Veapons 

Tactics ROTCM IU5-6O 

Plotting board 

rtj.0 ROTCM 11*5-1*2 

Use; preparation TC 21-1951* 

Poisonous plants 

Jungle FM 72-20 

Types FM 21-10 

Polarity 

Current flow GTA 9-502 

Port operations 

Procedures FM 55-llX) 

Ports 

Oversea 

Types FM 55-25 

Theater of operations FM 55-25 

Position finders 

Coast Artillery FM 1*-15 

Post offices. Base 

Training program ATP 12-200 

Postal organizations (USAB) 

Unit training program ATP 11*0-202 

POW 

see Prisoners of War 
Power equipment 

Central office OTA 11-3 

Pover system. Automotive GTA 9-102-15 

Preparation for oversea movement 

Hq and Hq conjany, (JM depot FM 10-52 
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Preesure control 
Equillbrator 

Valve assembly 



aik 9-213 

GSA 9-212 
FT 60-L-l 



Preventive minteoance 

2M equipment OTA 10-lU 

Pride of service (Poster series} 
Battle of the Hiilipplne Sea. 

DA Poster 21-33 
Raid on Ploesti DA Poster 21-3U 

Renagen bridgehead DA Poster 21-32 

Primers, Percussion GIA 9-411* 

M6 ft 8l-AE-l(abr) 

»3h FT 8l-AIi-l(abr) 

FT 8l-AF-l(abr) 
FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 8l-C-U(abr) 
FT 8l-H-l(abr) 
FT 8l-S-S(abr) 
FT 8l-T-2(abr) 
Prisoner of war processing specialtists 

MOS technical training ASubJScd 19-102 
Prisoners of War 
Handling 

Operational guide tK I9-I1O 

Interrogation PM 30-15 

Professional service 

Medical Service Teams TC I9-I95I 

Professional service, Headquarters 

Training objectives TC 16-1951 

Programs of instruction 

Branch material units (BOdC) MP IU5-I 
Civilian High Schools (BOTC, Class CS] 
ATP Itjlll. 

Medical Service training copra (fotc) 

ATP 145-8 

Medical Service Units, Civilian Col- 
leges (ROTO) ATP Ilt5-llt0 
Military Institutions (ROTC, Class Ml) 
ATP 

Summer Training Camps (HOTC) ATP Xh^-i 
Projectiles 

75-mm howitzer MlAl GTA 9-32 

105-mm howitzer IGAl OTA 9-31 

155-mm gun MlAl GTA 9-33 

155-nm howitzer Ml GTA 9-3U 

Projectiles, AP 



M112 
221*0 lbs 
Mk XI 
Projectiles, APC 

m82 

Projectiles, APC-T 
m61 

M6IAI 

U62 

M62A1 
M82 

Projectiles, lUumlnatlng 
Mk 21* 
Mk 25 

Projectiles, Training 

H6e 
H69 

Protective equipment 
CBB attacks 
Proper usage 



FT 155-Z-l 

FT iS-E-l 

FT 90-0-3 
GTA 9-1*0 
FT 75-AY-l 
FT 75'AY.l(abr) 
FT 75-AY-l 
IT 75-AY-l (abr) 
PT 76-C-l 
FT 76-C-l(abr) 
FT 76-C-l 
FT 76-C-l(8br) 
FT 90-F-2(abr) 
FT 9QAA-B-3 

FT 76-C-l 
FT 76-C-l 

FT 8l-P-2(abr) 
PT 60-C-3(abr) 

GTA 3-7 
GTA 3-7 



Provost Marshal 

Duties FM 19-10 

Duties; responsibilities FM 19-90 

Legal Jurisdictions IM I9-90 

Eesponsibllltles FM 19-90 

Psychological warfare 

Military aspects TC 13-1953 

Use in combat operations FM 33-5 

Publications, Military 

Below Department of the Army level 

KOTCM 11*5-95 

Categories ROTCM 11*5-95 

Sujibering system ROTCM ll*5-95 

Pumps, Fuel GTA 9-102-1* 

Mechanical type GTA 9-102-2 

GTA 9-1C2-3 

Puii5)s, Vacuum GTA 9-102-1 

Pyrotechnic devices 

Uses; Ml rifles TC 27-1953 

Pyrotechnics 

Descriptions; illustrations FN 21-60 



Quadrant, Gunner 'r 

Ml GTA 9-300 

Qualification records— enlisted personnel 
(DA Form 20) 
Preparation; maintenance ROTCM ll*5-95 
Qualification recordS'-officers (DA Form 
66) 

Prepaiation; maintenance BOTCH 11*5-95 
Qualification tests 

see Tests, Qualification 
Quartermaster 
Organizations 

Army FM IO-I7 

Corps FM 10-17 

Quartermaster equipment 

Care GTA 10-14 

Issue; consumption FM 10-13 

Quartermaster service 

Army FM 10-17 

Corps FM 10-17 



Radar sections 
rield Artillery 

Organization; mission; eiqplojmisnt 

TC 20-1953 

Radar sets 

AH/MPQ-10 

Use TC 20-1953 

AM/TPL-I FM 1*1* -77 

AX/TPS-ID TC 7-1953 
Radio communications 

Field use FM 2l*-l8 

Badlo fundamentalB GTA 11-1* 

Radio operator (intermediate speed) 

M06 1*71*0 POI 11-2 
Radio sets. Field 

Operational techniques FM 2U-16 
Radio sets 

SCR-58I* FM 1*1*-1*1* 

SCR-78I* FM 1*1*-1*5 
Radio stations (OS) 

Training program ATP 20-255 
Radioactive contaminated areas 

Wearing of masks TC 13-1954 
Radiological decontamlnants 

Types and uses GTA 3-3 
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Radiological varfare 

Defense against attack 



FM 21-UO 
FM 21-ltl 
GTA 3-1 
GTA 3-2 
GTA 3-7 



Individual 
Sentinel duties 

Railroads 

Operating rules PM 55-56 
Railroads, Military 

Use; organization FM 55-50 
Railway service 

Military m 55-50 
Bange finders 

Coast Artillery FM I1-I5 

M20(T35) TC 18-1953 
Eange recorders, Azlmnth-elevatlon 

HD-54/TP 

Use TC 20-1953 
Ranges 

Coal fired 

Firing Instructions WD Poster 5-1 
Batlons 

Characteristics; space requirements 

FM 10-19 

Rations, Field 

Types FM 10-60 
Rear areas 

Camouflage PM 5-20G 
Reception centers (USAR) 

Unit training program ATP ll|.0-201 
Recognition training 

Aircraft; armored vehicles; naval or 

merchant vessels m 21-€0 
Recoil mechanism 

90 -mm gun nount, AA 

M2 KEA 9-223 
120 -mm gun mount 

MI9 OTA 9-230 

M3' GTA 9-218 

Regulator assembly GTA 9-2l6 

m8 GTA 9-219 
Recoil cylinder 

M8 GTA 9-220 
Recuperator and coiinterrecoll assembly 
GTA 9-219 

Throttling bars GTA 9-201* 

Throttling grooves OTA 9-203 

Throttling rod OTA 9-202 

Throttling valve assembly GTA 9-21U 

Peconnaissance 

Bridge sites IM 5-9 

Recruiting specialist 

MOS 1935 ASubJScd 12-105 

MOS technical training ASubJScd 12-105 

Reference data 

Engineers FM 5-35 

Medical FM 8-55 

Quartermaster FM 10-13 

Regiments, Airborne Inf&ntry 

Communications FM 7-2U 

Regiments, Amphibious support 
Engineer 

Training test ATT 5-12 
Regiments , Armored Cavalry 

Employment FM 17-95 

Training program AIP 17-305 
Regiments, Infantry 

Comnunlcatlons FM 'J-2h 
Mission; organization; en^loyment 

PM 7-ltO 

Regulations 

Field service 100-5 

Regulators 

Single-stage GTA 9-505 

Oxygen GTA 9-506 



Religion and morale 

Fair play HA Poster I6-UI 

Love thy neighbor DA Poster I6-38 

Thrift DA Poster 16-39 

Trust DA Poster 16-40 

Remains 

Identification procedures FM IO-63 

Replacement depots (DSAR) 

Unit training program ATP 11^-201 

Replacement units TO 6-1953 

Replacements 

Corps of Engineers 

Training program (advanced, 8 weeks) 
ATP 5-110 

Replacements , Enlisted 

Branch immaterial replacement 

Training program MTP 20-2 

Tank destroyer 

Training program MTP l8-2 

Reports, Patrol 

Standard methods TC 5-1952 

Reserve Forces 

Manpower training guides ATP 135-8erlea 
Reserve Officers* Training Corps 
Branch material units 

Programs of instruction ATP IU5-I 
Civilian High Schools (class CS) 

Programs of instruction ATP Ik^-h 
Historical background ROTCM 145-10 
Medical Service training camps 

Programs of instruction ATP IU5-8 
Medical Service units. Civilian college 
Programs of instruction ATP l't5-l'*0 
Military institutions (Class MI) 

Programs of Instruction ATP 1U5-2 
Military science curriculum ATP 1I+5-6O 
Students: admission ROTCM 11*5-10 

Students, Junior division ROTCM l^j-lO 
Students, Senior division BOTCM 11*5-10 
Summer training cao^s 

Programs of Instruction ^ ATP 11*5-3 
Text -books 

Army branches ROTCM 1U5-7O 

Army and ROTO organizations 

ROTCM 11*5-10 
Communications, small unit 

HOTCM 11*5-60 
Gunnery: crew-served weapons 

ROTCM 11*5-1*1 
ROTCM 11*5-1*2 
Reserve Officers' Training Corps 

Logistics ROTCM 11*5-80 

Ibp and aerial photograph reading 

ROTCM IU5-5O ■ 
Marksmanship : individual weapons 

ROTCM 11*5-30 
Military administration ROTCM 11*5-95 
Military history, U S ROTCM 11*5-20 
Operations ROTCM 11*5-90 

Service orientation ROTCM 11*5-100 ' 
Tactics, small mit ROTCM 145-60 
Reserve Officers Training Corps Program 
Operation and control BOTCM 11*5-10 

Organization ROTCM IU5-IO 

Restricted areas 

Use FM 19-30 

Retrograde movements 

Logistical support FM 10-17 

Reviews 

Antiaircraft Artillezy FM l*l*-20 

Revolvers (cal .1*5) 

MI917 (Colt) FM 23-35 

MI917 (Smith and Wesson) IM 23-35 

Rifle marksmanship GTA 7-I 
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Rifles 

see' dlso Small arms 
Rifles (57-iina) 
M18 



H18A1 



T15E16 

Rifles (75-™) 
HSO 



teo (T25) 

T21 
T21KL2 
Rifles (105-ilm) 
M27 



Rifles (cal .22) 
Ml 
M2 

Rifles (cal ,30) 
Ammunition 
Packing 
Browning automatic 
M1918A2 



GTA 9-5U 
FT 57-E-3(abr) 
n 57-«-l(al>r) 
GTA 9-627 
FM 23-80 
FT 5T-E-3(abr) 
FT 57-G-l(al)r) 
EOICM lUj-ltl 

FT 57-E-3(abr\ 
IT 57-0-l(atr) 

FM 23-81 
FT 75-BJ-l(abr) 
QIA 9-628 
ROTCM IU5-UI 

FT 75-BB-3fabr) 
FT 75-BE-l(abr) 
TjC 75-BB-l 
OTA 9-628 

FT 105-AI-2(abr) 
FT 105-AK-l{abr) 
ROTCM 145-41 

ROTCM II4.5-3O 
ROTCM IU5-3O 



GTA 9-UO6 

FM 23-15 
GTA 9-606 
GTA 9-6IU 
ROTCM l55-ltl 
Carbines BM 23-7 

Enfield Model FM 23-6 

Ml FM 23-5 

GTA 9-2 
ROTCM 145-30 
Battle sight zeroes TC 19-1952 

Employmsnt at night; lov Tisibility 
TC 27-1953 



Disassembly mat 
MI903 
MI903AI 
MI903A3 
M1903A4 
MI917 

Springfield Models 
Rifles (cal .5O) 
Ammunition 
Packing 
Rifles , Recoilless 

Gunnery 
Rifles, Recoilless (75-m 



GTA 9-616 
FM 23-10 
FM 23-10 
FM 23-10 
FM 23-10 
FM 23-6 
FM 23-10 



GTA 9-407 
ROTCM 145-41 



M20 



Charaeterl St ic s : 



Rifles, Recoilless (105-mm) 
M27 

Rigging, Advanced 
Rights and privileges 
Freedom of press 
Freedom of speech 

Freedom of worship 

Liberty 

Trial by Jury 

River crossing operations 
Methods ; techniques 

Road classification system 
Ratings and symbols 

Road construction 
Arctic regions 



general data 

GTA 9-612 



TC 31-1952 
GTA 5-18 

DA Poster 21-15 
DA Poster 21-17 
DA Poster 21-16 
WD Poster 21-12 
DA Poster 21-18 

FM 31.60 

TC 7-1954 

FM 31-72 



Roads, Combat 

Construction; maintenance 
Rocket launchers 

Firing techniques 

Marksmanship 
Rocket launchers (2,36-inch) 

Description; use 

M9A1 

M18 

Rocket launchers (3-5-inch) 
M20 

M20A1B1 
M20B1 



FM 5-10 

FM 6-55 
ROTCM 145-42 

FM 23-32 
FTR 2.36-B-l 
GTA 9-63 

GTA 9-66 
ROTCM 145-42 
GTA 9-66 
ROTCM 145A2 

Rocket launchers (4.5-inch) 

M21 FTR 4.5-D-3 

M21 (TI23) FTR 4.5.0-1 

T27; T27E1; T27E2; T34; T34E1; T36 

FTR 4.5-C-2(abr) 

Rocket launchers (4.5-inch, multiple) 

M21 toved FM 6-55 

Rocket launchers (762-mm) 

fflGSg TJC 762-A.l 

ne89, truck mounted FTR 762.A.1 

Rocket training, heavy 

Safety precautions TC 25.I953 

Rockets (2.36.inoh, HE, AT) 

M6A5 GTA 9.47 

Rockets (2.36.1nch, Smoke, WP) 

MIO FTR 2.36.B-I 

Rockets (4.5.1nch) 

MI6AI FTR 4.5.D.3 

M16A2 FTR 4.5-D.3 

Characteristics TC 28.1952 

Rockets (4.5-lnch, HE) 
h8A2 
T160E5 

Rockets (762.mm] 
M31 



FTR 4.5.C-2(abr) 
FTR 4. 5-0-1 

FTR 762-A-l 
TJC 762-A-l 

Route classification system 

Ratings and symbols TC 7-1954 

Routes of communications 

Construction of roads, bridges, etc 

FM 5-10 

Rules of the road FM 19-25 

Russia 

see U S S R 



s 

Saddles 




McClellan, M1904 


FM 25.5 


Saddles, Pack 




Phillips Models 


FM 25-5 


Safety precautions 


Coast Artillery 


FM 4-20 


Gasoline handling 


GTA 10-2 


Guided missiles 


TC 25-1953 


Heavy rocket training 


TC 25-1953 


Rifles {75-nm), M20 


GTA 9-612 


Sales articles 




List 


FM 10-15 


Sales store 




Operations 


FM 10-38 


Salutes 




Personnel 


FM 21-13 


Salvage operations 


FM 10-18 


Quartermaster items 


FM 10-10 


Sanitation 




Responsibilities 


FM 21-10 


Scouting 


GTA 7-2 


Searchlight illumination 


Methods used; Ml rifles 


TC 27-1953 
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Searchlights, AA 

Service guide FM Mt-75 
Searchlights (60-inch] 

Enployment TC 29-1952 
Sections , Army aviation special staff 

Functions and duties TC 15-1954 
Sections , Intelligence 

Armored cavalry regiment 

Training test AIT 17-18 
Armored combat command 

Training test ATT 17-17 
Armored division 

Training test ATT 17-16 
Transportation, Airborne division 

Training test ATT 57-2 
Security, Physical 

see Physical security 
Security censorship 

News material TH U5-25 

Security classifications ROTCM l't5-95 
Security information 

Censorship FM 45-25 

Semaphore code FM 24-5 
Sentinels, Field 

Duties OTA 3-7 
Sentinels, Protective shelter 

Duties GTa 3-7 
Separations 

Types; definitions ROPCM 145-95 
Service of the piece 

Carriages, Motor (gun, 40-mm) 

M19 FM 44-62 
Carriages, Motor (stun, multiple) 

M15 IM 44-59 

M15A1 FM 44-59 
Carriages, Motor (machine pin) 

Ml6 FM 44-57 

Fire units (37-mm) FM 44-58 

Fire units (Uo-mm) FM kk-60 
Gun, 8-inch 

Ml FM 6-95 
Gun (75-mm) 

Skysueeper FM 44-69 
Gun (90 -mm) 

Ml FM 4-91 

M2 FM 44-27 
Gun (90-mm, AA) 

Ml FM 4-126 
Gun (115-mm) 

Ml FM 4-24 
Oun (120-mm, AA) 

MLAl FM 44-28 
Howitzer (105-nm) 

M2A1 FM 6-74 

m4 FM 6-76 
Howitzer (155-mm) 

Ml FM 6-81 
FM 6-82 

Howitzer (240-imii) 

Ml FM 6-95 

Mounts , Trailer (machine gun) 

M55 FM 44-57 

Pack artillery FM 6-110 

Tanks (light) 

M24 FM 17-75 

Tanks (medium) 

m4 series FM 17-76 

m4A3 FM 17-67 

M26 FM 17-74 

M45 FM 17-74 
Service organizations 

Chemical 

Training program ATP 3-206 
Engineer 

Training program ATP 5-250 



Service organizations — Continued 
Finance 

Training programs ATP 14-200 

Medical (administrative and service 
teams) 

Training program ATP 8-201 

Medical (ambulance and veterinary de- 
tachments) 
Training program ATP S-203 

Medical (medical supply, optical and 
maintenance detachments 
Training program ATP 8-202 

Medical (professional aervloe detach- 
ments) 

Training program ATP 8-204 

Military Government 

Training program ATP 41-200 

Service orientation HOTCM 145-100 

Service record (DA Form 24A or DD Form 23() 
Contents; entries; disposition 

ROECM 145-95 

Shells, AF 

Hk XX (260 lbs) FP 8-1-1 

Shells, Chemical (3.45-ln) 

Mk ID FT 3-45-A-l 

Shells, Chemical (4.2-in) GTA 3-I6 

GTA 3-17 

M2 FT 4.2-B-l 

FT 4.2-B-l(abr) 
H2A1 OTA 9-424 

Shells, Chenlcal (105-mm) 

M50 FT 105-AL-l(abr) 

FT 105-AM-l(abr) 
FT 105-H-4 
FT 105-H-4(abr) 

Shells, Chemical (155-mm) 

TI79 FT I55-S-2 

Shells, Gas, H 

M104 FT I55-S-2 

Shells, Gas, persistent, H 

MllO FT I55-Q-2 

Shells, HE (3.45-in) 

Mk ID FT 3.45-A-l 

Shells, HE (4.2-in) 

M3 FT 4.2-B-l 

FT 4.2-B-l[abr) 

M3A1 (E68B2) FT 4.2-B-l(abr) 

Shells, EE (4.5-ln) 

M65 FT 4.5-A-l 

Shells, HE (8-in) 

MIO3 FT 8-1-1 

FT 8-L-2 

MIO6 FT 8-J-l 

ffiCA 9-.30 

Shells, HE (37 -mm) 

M63 FT 37-S-3 

Shells, HE (60-mm) 

M49A2 FT 60-A-5(abr) 

FT 60-J-l(abr) 
FT 60-L-l 

Shells, HE (75-mn) GTA 9-27 

M41A1 FT 75-1-4 

M48 FT 75-AY-l 

FT 75-AY-l(abr) 
FT 75-BF-l 
FT 75-1-4 
FT 75-1 -4 (abr) 
GTA 9-410 

Shells, HE (76-mm) 

M42A1 FT 76-C-l 

FT 76-0-1 (abr) 
T8OEI FT 76-G-l(abr) 

T64 ft 76-H-2(abr] 
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Shells, BE (ei-nm} 

MU3AI 



1*3A1B1 



n't? 
M56 
»C6A1 

M56AIBI 
M56A1B2 
M56A1B3 



Shells, HE (90-iim) 
M71 



SheUs, HE (105-iiini) 
HI 



Shells, HE (120-imii) 

M73 



Shells, HE (155-nm) 
MlOl 

Mld2 
MI07 

Hk lAl 

Shells. HE (aUO-iiim) 

Mll4 

Shells, HE (aSO-nim) 
T122 

Shells, HE,AT 
m66 



M67 



TI3IE3I 
Shells, KEjAT-FS 

T108E3; TIO8EII 
Shells, HE,AT-T 

M67 



Shells, HE-T 

T91 
Shells, HEP 
M326 

T8IEI7 
T81E28 
Tll*2E2 



FT 

FT 81 -AG- 
FT 81-B- 
FT. 81-1- 
FT 81-AG- 
FT Bl-AH- 
FT 81-B. 
FT 

FT 81 -S 
FT 81-C. 
FT 81 -T- 
FT 81-C 
FT 81 -S 
FT 81 -T 
FT 81-C 
FT 81-S- 
FT 81 -T- 
FT 81-C. 
FT 81-S. 
FT 81-T 



8I-B-3 
■l(abr) 
■5(abr) 
l(abr) 
l(abr) 
.l(abr) 
•5(abr) 
81-B-3 
-2(abr) 
.lt(abri 
■2(abr) 
.l|(abr) 
-2(abr) 
-2(abr) 
-U(abr) 
.2(abr) 
.2(abri 
.i+(abr) 
-2(abr) 
-2 (abr ) 



FT 9O-C-3 
FT 90-F-2(abr) 
FT 9OAA-B-3 
FT 9OAA-B-5 
GTA 9-1*09 

FT 105-AL-l(abr) 
FT 105-AM-l(abr) 
FT 105-H-1> 
FT 105-H-U(abr) 
GTA 9-1(1 
TJC 105-H-U(A to G) 

FT U.7AA-C-1 
FT 12QAA-A-1 
GTA 9-ll25 

FT I55-S-2 
GTA 9-28 
FT I55-V-2 

FT 155-Q-2 
GTA 9-29 
FT I55-V-2 

FT 21(0-0-1 
GTA 9-35 

FT 280-B-l 
TJC 280-B-l(A to D) 

FT 75-1-'* 
FT 105-AL-l(abr) 
FT 105-AM-l(abr) 
FT 105-H-ll 
FT 105-H-l*(abr) 
FT 105-AK-l(abr) 
FT 105-AH-l(abr) 

FT 90-F-2(abr) 

FT TS-I-l^Cabr) 
FT 105-AL-l(abrJ 
FT 105-AM-l(abr) 
FT 105-H-1|. 
FT 105-H-4(abr) 

FT 37AA-U-2 
FT 90-B-0(abr) 

FT 105-AI-2(abrl 
FT 105-AM-l(abr) 
FT 105-AN-l{abr) 
FT 90-L-l(abr) 



Shells, HEP— Continued 

T151E21 

TI65EII 
Shells, HEP-T 

.Tll(.2E3 
Shells, HVAP-T 

M30lt 

Shells, Illuminating 
M63AI 

MII8 

M301A1 
M31'* 

Shells, Practice 

M50A2 

M63 

M92 (1.21-lb) 
Shells, Smoke 

h60 

MlOU 

Mk IIAl 
Shells, Smoke, BE 

M8U 



MII5 

SheUs, Smoke, HC,BI 
M89 
MII6 

Shells, Smoke, FS 
M57A1 

M57A1B1 

Shells, Smoke, SP 

M302 

Shells, Smoke, WP 
M57A1 

M57A1B1 

m6U 



Coc^lete round 

M105 

mio 

M302 
M312 
M313 

T13E2 

T92 

T1'*0E2 
Shells, Subcaliber 

1.1 lb 
Shells, TP 

Mlt3Al 



Ml(3AlBl 



Mlt8 

Shells, TP-T 
M55A1 

Mk XVIII (260 lbs) 



FT 75-BJ-l(abr) 
FT 75-ffi-2(ahr) 

FT 90-B-0(abr) 

FT 9OAA-B-3 

FT 60-G-2(abr) 
FT 60-L-l 
FT 155-Q-2 
FT I55-S-2 
FT 8l-V-2(abr) 
FT 105-H-lt 
FT 105-H-l((abr) 

FT 81-B- 3 
FT 60-L-l 
FT 37-BA-2(abr) 
FT 37-BJ-2(abr) 

GTA 9-ltll 
FT I55-S-2 
FT I55-V-2 

FT 105-AL-l(abr) 
FT 105-AM-l(abr) 
FT 105-H-lt 
FT 105-H-lt (abr) 
GTA 9-413 
FT I55-V-2 

FT 75-AY-l 
FT I55-Q-2 

FT 8l-AE-l(abrJ 
FT 8l-AF-lCabr) 
FT 8l-AE-l(abr) 
FT 8l-AF-l(abr) 

FT 75-1 

FT 60-L-l 

FT 8l-AD-l(abr) 

FT 8l-H-l(abr) 
FT 8l-AD-l(abr) 
FT 8l-N-l(abr) 
FT 75-AY-l 
FT 75-AY-l(abr) 
FT 75-1-1* 
FT 75-l-l*(abr) 
GTA 9-1*12 
FT 155-V-2 

FT 155-9-2 

FT 60-F-l*(abr) 
FT 76-C-liabr) 
FT 90 -F -2 (abr) 
FT 9OAA-B-3 
FT 76-C-l 
FT 90-N-0(abr) 
FT 76-H-2(abr) 

FT 37 -C -2 

FT 8l-AG-l(abr) 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 8l-AG-lCabr) 
FT 8l-AH-l(abr) 
FT 8l-B-5(abr) 
FT 60-A-5(abr) 
FT 75-EF-] 

FT 37AA-N-2 
FT 8-1-1 
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Shelters, Field 

Construction 
Ships 

Recognition 
Shock absorbers, Automotive 



Shock treatment 
Shot-guns (12-gage) 

Winchester Models 
M12 
Shots, AP 

Kjh 

M77 

M318 (T33) 
T128E6 
Shots, AP-T 
M77 
M338 

T33E7 
Shots, APO 

M51* 

M51B1 

M51B2 
Shots, APC-T 

M59A1 
Shots, HVAP-DS-T 

M331 

Shots, HVAP-T 
M39 

M93 (T11-E20) 
M3CA 



FM 5-15 

FM 21-80 
GTA 9-105-1 
GTA 9-105-2 
GTA 9-105-3 
GTA 9-10^^ 
GTA 9-105-5 
GTA 9-105-6 
GTA 9-105-7 
GTA 9-105-8 
GTA 9-105-9 
GTA 9-105-10 
GTA 8-5 



GTA 9-623 

FT 37-S-3 
FT 90-C-3 
FT 90-F-2(abr) 
FT 76-H-2(abr) 

FT 90-F-2(abr) 
FT 75-BH-2(abr) 
FT 75-BI-l(abr) 

FT 90-N-0(a'br) 

FT 37-S-3 
FT 37-S-3 
FT 37-S-3 

FT 37AA-H-2 

FT 76-H-2(abr) 

FT 76-C-l(abr) 
FT 76-C-l 
FT 76-C-l (au,. } 
FT 90-F-2(abr) 
GTA 9-42 
FT 90.L-l(abr) 
FT 90-L-l(abr) 
FT 76-G-l(ahr) 
FT 76-H-2(abr) 



M332 (T67E7) 
M332B1 (T67E6) 
T29E15 

t66 

Shots, HVTP-T 
M315 
M315AI 

M317 
M3ITAI 
M333 (T83) 
T2l*El 
T73 

Sick and wounded 

Transportat ion 
Types 
Sick call 
Sight unit, H^hM 

Maintenance and operations TC 2I-I95U 
Sights 

Gunners 

Ml* GTA 9-301 

Signal operations 

Army FM 11-20 

FM 11-22 

Corps FM 11-20 

FM 11-22 

Signal photography 

see Photography, Signal 
Signaling 

Ground-air FM 21-60 

Signals, Distress 

Ground to air emergency code FM 20-100 



IT 76-C-l (abr) 
FT 76-C-l(ahr) 
FT 90-F-2(abr) 
FT 90-F-2(abr) 
FT 90-L-l(abr) 
FT 76-C-l 
FT 76-G-l(abr) 



FM 8-35 
ROTCM IU5-95 



Signals, Visual FM 21-60 

Armored cars FM 2-6 

Signs, Conventional FM 21-30 

Sketching 

Types FM 21-35 

Skiing 

Techniques FM 31-73 

Small arms 

see Carbines; Pistols; Revolvers; 
Rifles; Shotguns 
Smoke generators 

Characteristics; types FM 3-50 

Smoke pots 
Floating 

MliA2 GTA 3-10 

Types; uses GTA 3-9 

Smoke screening 

Operations FM 3-50 

Smoke screens 

Types FM 3-50 

Use; characteristics FM 3-5 

Sniper doctrine 

Training; employment TC 20-1952 

Sniper training FM 21-75 

Snowshoeing 

Techniques ' FM 31-73 

Soldiers, Individual 

see Individual soldiers 
Soldier's code FM 21-13 

Soldier's guide FM 21-13 

Soldier's Handbook 

Engineer FM 21-105 

Sound, Velocity of 

Determination (in air) FM 6-120 

Space heaters 

No. 1 and No. k 

Fireman's performance chart 

WD Poster 5-I5 

Special forces 

Organizations FM 100-15 

Special operations 

Armored Infantry company FM 7-17 

Communications FM 7-2^ 

Field Artillery FM 6-101 

Medical service FM 8-10 

Use of Artillery IM 6-20 

Special Services 

Recreation responsibilities FM 28-105 

Specialist, Prisoner of war processing 

MOS 1668 ASubJSod 19-102 

Splints 

Application FM 8-50 

Springs, Automotive GTA 9-105-1 

GTA 9-105-2 

GTA 9-105-3 
GTA 9-105-U 
GIA 9-105-5 
GTA 9-105-6 
GTA 9-105-7 
GTA 9-105-6 
GTA 9-105-9 

Rear installation GIA 9-105-10 

Squads 

Organization; operation ROTCM l!t5-10 
Squads, Light machine-gun 

Armored Infantry IM 17-77 

Squads, Mortar (81 -mm) 

Armored Infantry TM 17-77 

Tactics; techniques FM 17-27 

Squads , Banger 

Infantry 

Training test ATT 7-19 

Squads, Eifle 

Armored Infantry FM I7-77 

Fire technique ROTCM 1U5-6O 
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Squads, Rifle — Continued 
Infantry 

Training test AIT 7-13 

Elfle company AIT 7-I3 

Tactics ROTCM lUj-SO 

Staff development 

History ROTCM 1U5-90 

Staff Journals 

see Journals , Staff 
Staff Officers ' field manual 

Organization; technical and logistical 
data FM 101-10 

Personnel FM 101-1 

Staff organization; procedures FM 101-5 
Staff studies 

Sainple copy IM 101-5 

Staging areas 

Functions FM 55-6 

Standard equipment 

Lubrication OTA 9-109-11 

Statistics 

Military Police FM 19-90 

Steering g6ars, Automotive 
see Gears, Steering 
Stevedoring 

Port operations FM 55-110 

Stock control activities 

Management FH 38-I 

Stock control points 

Code; categories; services; location 

FM 38-1 

Functions FM 38-I 

Stocks 

Storage; distribution; control FM 38-I 
Storage 

Military eicplosives FM 5-25 

Storage specialist, Ordnance 

MOS 3815 FOI 9-2 

Stream crossing equipment 

Construction; maintenance FM 5-10 

Subsistence supply 

Theater of operations FM IO-6O 

Supplies 

Class V 

Loading FH 10-6 

Classes GTA 10-1 

Supplies, Gasoline 

Safe handling GTA 10-2 

Supplies and equipment 

Classifications FM 7-30 

Supply 

Logistic responsibilities ROTCM IU5-8O 
Supply- distribution 

Management; operation FM 38-1 

Supply handler 

MOS 5832 POI 10-1 

Supply management 

Principles; policies FM 38-1 

Supply management and records 

Maintenance ROTCM 11*5-95 

Supply manager 

Principles FM 38-I 

Sxqjply points 

Camouflage FM 5-20C 

Supply system 

Customers FM 38-I 

Levels 

^felnagement FM 38-I 

Surveillance (criminal investigations) 

Objectives FM 19-20 

Surveying 

Field Artillery gunnery FM 6-hO 

Surveys 

Traffic FM 19-25 



Survival 

Arctic regions FM 31-70 

At sea, methods FM 21-22 

Jungle FM 72-20 

Swimming 

Techniques FM 21-20 

Symbols, Military ROTCM 145-50 

Descriptions; abbreviations FM 21-30 
Symbols, Topographical ROTCM 14-5-50 

Descriptions; abbreviations FM 21-31 



Tank gunnery 

Direct fire procedures 
Types; characteristics 
Tanks (containers) 
Airplane smoke 
AN/M33A1 
MIO 

parts 
Tanks (vehicles) 
90.mm gun 
m47 



TC 36-1952 
FM 17-12 > 



GTA 3-ll|- 
GTA 3-12v 
GTA 3-13~ 



TO 36-1952 
TC 18-1953 
TO 21-1953 



FM 17-75 



MU8 
Light 
M24 

Service; stowage 
Medium 

nk series 

Inspection; maintenance FM 17-76 
BltA3 ™ l'7-67 

H26 

Stowage list FM 17-7^ 

Stowage list FM 17-7* 

R8T5-C4 GTA 9-104-5 

Soviet OTA 30-15 

Types ™ lT-32 

Target grid systems 

Theory OTA 7-5 

Teams, Administrative and service 

Training objectives TC 16-I95I 

Teams, Infantry and airborne infantry 

Training program ATP 7-300 

Teams, Medical service 

Training objectives TC 20-1951 

Teams, Medical service (miscellaneous) 

Training program ATP 8-205 

Teams, Military 

Operations ROTCM 145-90 

Teams, Military censorship 

Training program ATP 30-302 

Teams, Military Intelligence 

Training programs ATP 30-201 

Teams, Strategic Intelligence research 
and analysis (FA, FB, FC) 
Training program ATP 30-203 

Teams, Transportation administrative and 
headquarters (AA through AE) 
Training programs ATP 55-301 

Teams, Transportation floating equipment 
(FA through FM) 
Training program ATP 55-307 

Teams, Transportation intelligence (HA 
through HB) 
Training programs ATP 55-207 

Teams, Transportation marine maintenance 
(IB through ID) 
Training program ATP 55-307 

Teams, Transportation movement control (LA 
through LF) 
Training program ATP 55-206 
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TeaiDS, Transportation supply (BA.) 

Training- program ATP 55-307 

Teams, Transportation simply (BA through 
BF) 

Training program ATP 55-205 

Teams, Transportation terminal service (JA 

through Jl) 
Training program ATP 55-303 

Technical services 

Department of the Army 

Mission; functions ROTCM ll|-5-70 

Supply management FM 38-1 

Telephone directories 

see Directories , Telephone 
Telephone installer (repairman) 
•i MOS 3097 POI 11-3 

Telephone switchboard operator 

MOS it309 POI n-U 

Tents 

^ Pitching; principles FM 20-15 

Types; characteristics FM 20-15 

Terminals 

Inland waterway systems FM 55-26 

Tests, Qualification 

Artillerymen FM U4-19 

Drivers 

Pack artillery FM 6-110 

Gunners 

Guns, 8-inoh FM 6-95 

Guns, l55-mm FM 6-87 

FM 6-90 

Guns, 280 -mm FM 6-96 

Howitzers, 8-inch FM 6-87 

FM 6-90 

Howitzers, 105-mm FM 6-7^ 

FM 6-75 
FM 6-76 

Howitzer, 155-mm FM 6-8I 

FM 6-82 

Howitzers, 2l40-mm FM 6-95 

Pack artillery FM 6-110 

Rocket launchers, U. 5-inch, M21 '. 

FM fe-55 

Revolvers FM 2}-35 

Specialists, Field Artillery FM 6+125 

Test construction FM 21-6 

Test results 

Interpretation FM 21-6 

Testimony (court) , 
Preparation FM 19-120 

Theater of operations 

Definition FM 100-10 

Medical service FM 8-10 

Medical units FM 8-5 

Movement control FM 55-10 

Quartermaster service FM 10-10 

Signal operations FM 11-20 

Subsistence supply FM IO-6O 

Transportation service FM 55-6 

Theater of war 

Definition FM 100-10 

Thermostat 

Cooling system GIA 9-108-4 

Titles of address 

Military and naval personnel FM 21-13 
"To the Color" 

Honors and salutes FM 21-13 

Topographical symbols 

see Symbols, Topographical 
Tractors 

Maintenance charts GTA 5-11 

Traffic control 

Checklist FM 19-90 

Highway FM 25-10 

Principles; techniques FM 19-25 



Traffic control — Continued 

Provost Marshal responsibility FM 19-90 
System; techniques FM 5-6 

Traffic control devices FM 19-25 

Training 

Defense a^lnst attack 

Chemical; biological; radiological 

FM 21-ltO 
FM 21-ltl 

General supply personnel FM 9-10 

Jungle service FM 72-20 

Maintenance personnel FM 9-10 

Unarmed defense FM 21-150 

Training, Basic combat 

Ifale personnel without prior aerviee 

ATP 21-llU 

Training, Military 

Principles; objectives 
Training aids 

Types 

Use in instruction 
Training camps, Medical Service 

Programs of instruction 
Training camps. Summer (ROTC) 

Programs of instruction 
Training courses 
CBR attack 

Protective measures 
Night firing Ml rifles 

Vithout artificial illumination 

TO 27-1953 
FM 11-1*0 



FM 21-5 

FM 21-8 
FM 21-6 

(ROTC) 

ATP IU5-8 

ATP IU5-3 



TC 16-1951* 



Photography 
Training policies 
Army 

Training programs 
Physical 

Conduct 
Recognition 
Aircraft 
Vehicles 
Ships 
Transfer cases 
Transportation 
Dogs 
Horses 

Military explosives 
Logistic responsibilities 

Motor 

Sick and wounded 
Methods; means 
Transportation, Domestic 

Services; facilities 
Transportation, Pack 

Classification 
Transportation Corps 
Activities 
Army aviation maintenance units 
Mission; assignment;, operation 

TC 14-1951* 

Transportation service 

Continental United States 

Inland waterways 

Theater of operations 
Trenches 

Construction 
Tribunals, Military 

Types 

Troop loading and dropping 

C-I2I* type airplane 
Troop movenKnts 

Logistic responsibilities 
Troop organization 
Troop Topics 

Serving our country overseas GTA 20-6 

The soldier and the community OTA 20-7 



TC 1-1950 



FM 21-20 

FM 21-80 
FM 21-80 
FM 21-80 
GTA 9-106-1 

FM 25-6 
FM 25-5 
FM 5-25 
ROTCM ll*5-80 
FM 25-10 

FM 8-35 
FM 55,-J 
FM 25^ 

FM 55-6 



FM 55-7 
FM 55-26 
FM 55-6 

PM 5-15 
FM 27-5 

TC 19-1954 

ROTCM 145-80 
FM 100-5 
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Troop Topics — Continued 

You can't win but you can learn 

GTA 20-8 

Troops 

Engineer 

Claasif ication; organization of 

units; equipment FM 5-5 

Troops, Pack 
Quartermaster 

Training test AIT ^0-2h 

Troops , Remount 
Quartermaster 

Training test ATT 10-2^ 

Trucks 

1/U-ton, 4 X It 

Lubrication system GTA 9-109-2 

2 l/2-ton, 6x6 

GM: Models GTA 9-102-5 

GTA 9-102-8 
GTA 9-105-10 
GTA 9-107-3 
GTA 9-107 -It 
GTA 9-10T-6 
GTA 9-107-7 

GVC brake system GTA 9-22 

Governor GTA 9-102-6 

Types of winching GTA 9-107-5 

Trucks J Amphibian 
2 1/2-ton, 6x6 
WC Models 

353 PM 55-150 

Trucks, Cargo 

2 1/2-ton, 6x6 GTA 9-103-2 

M3i*; M35; M36 GTA 9-102-16 

GTA 9-102-17 
GTA 9-102-18 
GTA 9-102-19 
GTA 9-102-20 
GTA 9-102-21 
OTA 9-102-22 
GTA 9-103-21 
GTA 9-10U-28 
GTA 9-10lt-29 
GTA 9-10U--H0 
GTA g-lOU-31 
GTA 9-lOU-^ 

Trucks, Porkllft 

Blocking and bracing for rail movement 

PM 10-12 

Tube fittings 

Types GTA 9-102-7 

Tubea 

Bore diameter 

Relation of length and bore diameter 
GTA 9-200 

Tubes, Subcaliber 

1 lb FT 37-C-2 

Typhus 

Spread by lice GTA 8-11 

U 

Umpire manuals 

Use in tactical exercises PM 105-5 

Uniforms 

Aggressor forces FM 30-101 

Wearing GTA 10-12 

USSR 

Aircraft GTA 30-10 

Antitank guns GTA 3O-I6 

Guns : See Guns , Soviet 
Insignia GTA 3O-6 

Mine warfare tactics FM 5-32 

Shoulder boards; straps GTA 30-6 

Tanks: See Tanks, Soviet 



Unit engineers 

Duties; responsibilities FM 5-5 

Unit loading officers 

Duties; responsibilities 5^ 60-30 

United Kingdom 

Aircraft GTA 30-II 

Explosives : characteristics FM 5-25 
Mine warfare tactics FM 5-32 

U S Armed Forces Institute 

USAFI pays off big DA Poster 

U S Army, Bistory (Poster series) 
Breakthrough at Chipyong-Ni 

DA Poster ^l-k^ 
"First at Vicksburg". DA Poster 21-1*1 
"Follow me!" DA Poster 2I-U3 

Catlings to the assault DA Poster 21-k6 
Good marksmanship and gut si 

DA Poster 21-i*5 
"I'll try, sirl" DA Poster 21-73 

Knocking out the Moros DA Poster 21-1*8^ 
Merry Christmas I776 DA Poster 21-37^ 
"Remember your regiment" . 

DA Poster 21-1*0 
The road to Fallen Timbers 

DA Poster 21-38 

"The rock of the Marne" . 

DA Poster 21-1*2 
"Those are regulars, by God I" 

DA Poster 21-39 

Units 

see also kinds of units, e.g., Engi- 
neer units 
Units , Army aviation 
Transportation 

Organization; employment TC lU-195l* 
Units, Army postal, general assignment 

Training program ATP 12-200 ' 

Units, Branch material (SOTC) 

Programs of instruction ATP ll*5-l 

Units, Field 

see also types of field units, e.g., ■ 
Engineer Field imits 
Units, Field Artillery 

Training program ATP 6-3OO 

Units, Helicopter ambulance 

Training program ATP 8-220 

Units, Larger 

see Larger units 
Units, Machine records 
Adjutant General 

Training program ATP 12-201 

Units, Machine records (USAH) 

Unit training program ATP 11*0-200 

Units , Ordnance 
Field Army 

Training programs ATP 9-201 

Units, Replacement 

Permanent party personnel 

Training program ATP 20-302 

Units, Service type 
Ordnance 

Training program ATP 9-302 

Units, Small 

Command and leadership FM 22-100 

Tactics; communications ROTCM ll*5-60 
Units, Special 

Training program MTP 20-1 

Units, Special forces 

Training program ATP 33-300 

USAFI 

see U S Armed Forces Institute 
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Vacuum, Confcination 

Automotive 
Valve group 
Valve lifter 

Automatic hydraulic 
Vehicles 

Amiored Infantry 

Camouflage 
Classification 
ClaBSif ication system 
Vehicles, Armored 
CharacterlBtlce 
Recognition 



GTA 9-102-4 
GTA 9-101-5 

GTA 9-101-6 



IM 17-77 
FM 5-20B 
IM 5-9 
TC 2lt-1953 

FM 17-'t5 
™ 21-80 
aik 17-1 
FM 30-UO 



Recognition manual 
Vehicles, Automotive 

Clutch, Solenoid -operated OlSk 9-loU-lU 

Cranking motor 
Delco-Remy 

Ifodel 1106533 fflCA 9-10U-12 

Starting -switch 

Solenoid circuit GTA 9-10lt-15 

Vehicles, Half tracked 

Preventive maintenance GTA 9-^5 

Vehicles, Wheeled 

Preventive maintenance GTA 9-25 

Velocity determination 

90-mm, gun TC Xl-V)-^ 

120-mra, gun TC 11-1954 

Vessels, Naval 

Types; abbreviations FM 21-30 

Vessels, Naval (U S) 

Type designations FM 4-5 

Veterinary hospital 

Mission and function TC 29-I95I 

Veterinary service 

Evacuation detachments TC I8-I95I 

Theater of operations FM 8-10 

Veterinary service, Headquarters 

Training objectives TC I6-I95I 

Visual signals 

see Signals, Visual 
Voting information DA Poster 21-50 

See your voting officer DA Poster 21-75 



War gases 

see Gases, VSar 
War trophies 

Retention FM 30-15 

Waterways, Inland 

Transportation service FM 55-26 

Weapons 

Automatic Antiaircraft Artillery 

FM 44-2 
ROTCM 145-41 



Weapons, Crew-served 

Weapons, Individual 
Weapons, Infantry 

Camouflage 
Weapons eiiq)lacements 

Types 
Weights and cubages 

Quartermaster equipment 
Weights and measures 

Tahles 
Weld nomenclature 

Butt 

Fillet 

Wheel aligninents, Automotive 



Front 
Winches, Automotive 

Wire circuits. Field 

Installation; operation; 

Wlreman, Field 
MOe 4641 

Women's Army Corps 
Mission; functions 
Physical training 

Work slimliflcation 

"Worth fighting for." 



ROTCM 145-42 
ROTCM 145-30 

FM 5-20A 

IM 7-15 

FM 10-U 

FM 10-13 

GTA 9-501 
GTA 9-501 
GTA 9-105-1 
GTA 9-105-2 
9-105-3 

9-105-4 
9-105-5 
9-105-6 
9-105-Y 

GTA 9-105-9 
GTA 9-105-10 
GTA 9-105-8 
GTA 9-107-3 
GTA 9-107 -i* 



maintenance 

FH 24-20 

POI 11-1 

ROTCM 145-70 
FM 35-20 
GTA 20-100 
DA Poster 16-42 



GTA 

GTA 
GTA 
GTA 
GTA 



WAC 



see Women's Army Corps 



Zone of Interior 
Definition 



FM 100-10 



By ORDER OF TEE SECRETARY OF THE ARMT: 



OFFICIAL: 

JOHN A. KLEIN, 
Major General, United States Army, 
The Adjutant General. 



M. B. RIDGWAY, 
General, United States Army, 
Chief of Staff. 



DISTEIBUTIOH: 

Active Army, NG, USAR: A 

To be distributed to all units and headquarters down to and including conpanies and 
batteries and to units and headquarters of coiqiarable size. 
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«U. S. GOVERNMENT PRINTING OFFKE : 1954 O - 324281 



Pom 310-3 

C 1 

MILITARY PUBLICATIONS 
INDEX OF TRAINING PUBLICATIONS 



(FIELD MANUALS, RESERVE OFFICERS' TRAINING CORPS MANUALS, TRAINING CIRCULARS, 
ARMY TRAINING PROGRAMS AND MOBILIZATION TRAINING PROGRAMS, PROGRAMS OF 
INSTRUCTION, ARMY SUBJECT SCHEDULES, ARMY TRAINING TESTS, GRAPHIC 
TRAINING AIDS, WAR DEPARTMENT AMD DEPARTMENT OF THE ARMY 
POSTERS, AND FIRING TABLES AND CHARTS) 



ChsQgee ] 
So. 1 1 



DEPABTMEST OF THE ARMY 
Washington 25, D. C, 15 December 195U 



Fam 310-3, 1 October 1954, iB changed as follows: 

SECTION I 

LIST OF CURRENT PUBLICATIONS AND CHANGES 
L FIELD MANUALS (FM). 



NO. 



TITLE 



DATE 



[0] 3-5 
3-50 



5-6 
5-25 
5-156 
5-162 



6-1*0 
6-81 

10-16 

16- 5 

17- 12 
30-15 



31-15 



CHEmCAL 

Tactics and technique of chemical, biological, and raaiolog- 
ical warfare* 

Chemical smoke generator battalion and Chemical smoke gen- 
erator coB^ny. 

ENGINEER 

Operations of Engineer troop units. 

Explosives and demolitions. 

Engineer -shore battalion. 

Engineer construction battalion and group. 

FIELD ARTILLERY 

Field artillery gunnery. 

Changes 2, 4 
155-mm howitzer HI toved. 

QUARTERMASTER 

Quartermaster laundry company, senLinLobile. 
Changes 1, 2, 3, 4 

CBAPLAm 
the Chaplain. 

Changes 1 

ARMORED 

I Tank gunnery. 

ChangsB 1, 2, 3 

MILITARY IHTBIilGEHCE 

Examination of personnel and documents. 

Changes 2 

SPECIAL OPERATIONS 

Operations against airborne attack, guerilla action and In- 
filtration. 
Changes 1 



1 Sep 5"* 
30 Jun 54 



25 Aug 54 

2 Sep 54 
10 Aug 54 

3 Sep 54 



6 Jan 50 
18 Feb 53 

6 Jun 50 
31 Jan 52 
30 Nov 50 
27 Sep 51 

7 Jan 53 
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FIELD MANUALS 



NO. 



TITLE 



DATE 



[Ol 100-5 
[0] 100-10 



(0] 101-5 



AKTIAIRCRAFT ARTILLERY 
Antiaircraft fire control system M33. 

FIELD SERVICE BEGOIATIQHS 
Field service regulBtlons; operations. 
Field service regulatlonsj administration. 

STAFF OFFICERS 

Staff officers' field manual: Staff organization and pro- 
cedure. 



30 Sep 51* 



27 Sep 5^ 
21 Get 5^ 



18 Nov 5U 



3. TRAINING CIRCUURS (TC). 



NO. 



TITLE 



DATE 



19'^ 

22 
[Cl 23 



Antijamming measures for tactical radio comnrunlcatlons . 
[Classified] 



27 Oct 5^ 
3 Nov 5^ 



4. ARMY TRAINING PROGRAMS AND MOBILIZATION TRAINING PROGRAMS (ATP & MTP) 



NO. 



TITLE 



DATE 



10-211 Amy training program for Quartennaster reclamation and main- 

tenance con^jany (BemijaDbile) . 

10- 232 Army training program for Quartermaster animal depot com- 

pany. 

11- 203 Army training program for Signal oon^iany amphibious sup- 

port brigade. 

ll-20l| Army training program for Signal support con^jany. 

11-210 Army training program for headquarters and headquarters 

company Signal base depot. 
11-220 Army training program for Signal company, electronic war- . 

fare. 

11-301 Army training program for Signal battalion (operation) . 

11-303 Army training program for Signal battalion, theater head- 

quarters . 

17-251 Army training program for headquarters and headquarters 

con^any. Armored Cavalry regiment. 
17-252 Army training program for service con^ny Armored Cavalry 

regiment . 

17-261 Army training program for headquarters and headquarters 

company, Armor group. 
21-111^- Basic combat training program for male military personnel 

vithout prior service. 
33-301 Army training program for psychological warfare units. 

Uli-200 Army training program for radio controlled airplane target 

detachment , 

14-1^-300 Army training program for antiaircraft battalions. 

Changes 1 

'*'t-301 Army training program for headquarters and headquarters 

battery, Antiaircraft Artillery brigades; headquarters 
and headquarters battery. Antiaircraft Artillery groups; 
and Antiaircraft Artillery operations detachments. 



12 


3e.n 54 


12 


Jan 54 


5 


Oct 54 


16 


Jul 54 


18 


Aug 54 


8 


Oct 54 


30 


Sep 54 


11 


Oct 5'^ 


24 


Sep ^ 


6 


Oct ^ 


5 


Sep 54 


2 


Mov 54 


21 


Oct 54 


4 


Oct 54 


5 


Aug 54 


3 


Hov 54 
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ARMY TRAINING PROGRAMS AND MOaiUZATION TRAINING PROGRAMS 



NO. 


TITLE 


DATE 


55-201 

55-309 

11*5-1-5 
145-60 


Army training program for !&ansportation ainphibioue truck 
company ; artoy or communications zone; Transportation 
amphibious truck coa^ny, anv or commmlcations zone 
(type B); and terminal service team JE, truck squad, am- 
phibious . 

Amy training program for Transportation boat maintenance 
battalion; headquarters, headquarters and service 
company, Transportation boat maintenance battalion; 
Transportation boat maintenance con^ny. 
Changes 1 

Curriculum; branch tactics and techniques. Corps of Engl, 
nears. 

General military science curriculum for civilian and mili- 
tary colleges. 
Changes 1 


16 Sep 54 

5 Oct 54 
22 Jun 53 


6. ARMY SUBJECT SCHEDULES (ASubiSciQ. 


NO. 


TITLE 


DATE 


9-102 

9- 115 

10- 101 

12-102 


MOS technical training in basic Ordnance maintenance. 

MOS technical training in technical automotive training. 

MOS technical training of unit supply specialist; MOS 1821- 
unit supply specialist. 

MDS technical training of general administrative and legal 
clerk personnel; MOS 4055-clerk-general, MOS 4405-clerk- 
typiat, MOS 150a-admini8tratlve NCO, MOS 1585-first ser- 
geant-administrative, MOS 1279-legal clerk. 


21 Sep 51 
18 Oct 54 
15 Sep 54 

27 Sep 54 


7. ARMY TRAINING TESTS (ATT). 


NO. 


TITLE 


DATE 


[R] 11-14 


TRAIHBIG TEST FOR: 

Signal base maintenance con^ny (T/O & E II-587) . 


20 May 53 


8. GRAPHIC TRAINING AIDS (GTA). 


NO. 


TITLE 


DATE 


3-3 
23-1 


CBR decontamlnants . [14 charts] 
Flame varfare. [21 charts] 


Oct 53 
Oct 54 


11. FIRING TABLES AND CHARTS (FT, TD, T|Q. 


NO. 


TITLE 


DATE 



8l-V-2(abr) Firing table, mortar, 8l-mm, 1E9 and mortar, 61-nm, Ml; fir- 10 Jul 53 
Ing shell. Illuminating, IQOlAl, «/fuze, time M84. 
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SECTION II 



RESCISSIONS AND SUPERSESSIONS 



14. RESCISSIONS 



Publications rescinded since 1 October %. 



HO. 



SATE 



RESCINDED SI 



SO. 



DATE 



resciuded si 



g. Amy Training Tests 



J. Firing Tables 



30-1 

. Posters 

21-20 
21-21* 
21-36 



9 i*r 52 Cir Ise-III-Slf 



U6 
50 



Cir 136-111-51* 
Cir 136-111-5"* 
Cir 136-III-5'* 



3.45-A-l 
8-1-1 

16-E-l 

57-A-3(abr) 

57-C-l 

8l-I-l(abr) 

155-V-2 

155-Z-l 



29 Hay 1*2 
5 Aug 1*1 

1 Jun !*2 
12 Aug 1*1 
11* Jan 1*1* 
19 Sep 1*1* 
11 Jan 1*5 
16 Nov 1*3 
22 Feb 1*3 



Cir U7- 

Cir U7' 
Cir 117. 
Cir 117- 
Cir 117- 
Cir U7' 
Cir 117 
Cir U7 
Cir U7' 



.1-51* 
■I .51* 
■I -51* 
.1-51* 
-1-51* 
.I-5U 
-1-51* 
-1-51* 
-1-51* 



IS. CUMULATIVE LIST OF SUPERSEDED AND REDESIGNATED PUBLICATIONS 

Publications superseded since 1 October 51*. 

HO. DATE SUPEBSEDED BY 

d. Arnv Training Programs and Hsbilization 
Training Programs 

l*l*-330 3 M»r 53 ATP W-30I 

l*l*-360 26 Jan 53 ATP W-30I 



SECTION III 
ALPHABETICAL INDEX 



Administrative SCO (MOS 1502) 

Technical training ASubJSed 12-102 
Amphibious operations 

Planning; preparations; embarkation; 

debarkation FH 5-I56 

Antijannnlng 

see Jamming (radio communications) 
Automotive training, Technical 

MOS technical training ASub.lScd 9-115 

B 

Battalions , Construction 
Engineers 

Organization; employment FM 5-^62 
Battalions, Operation 
Signal 

Training program ATP II-30I 

Battalions, Shore 
EQgineers 

Organization; employment FM 5-I56 
Battalions, Signal 

Theater headquarters 

Training program ATP 11-303 



Biological agents 

Bi^loyiKnt; characteristics; types 

FM 3-5 

Biological warfare 

Responsibilities of organization and 

personnel FM 3-5 

Tactics; technique FM 3-5 

Branches of the Army 

Classification FM 100-5 

Brigades, An^hlbious support 

Mission; capabilities; functions 

FM 5-156 



Chemical varfare 

Responsibilities of organizations and 

personnel FM 3-5 

Tactics; technique FM 3-5 

Civil affairs/Military government 

Administration FM 100-10 

Clerk-general (MOS 1*055) 

Technical tralniw? ASub.lScd 12-102 

Clerk-typist (HOS 1*1*05) 

Technical training ASubjScd 12-102 



1* 



Coijianles, Construction 
Engineers 

Mission; organization FM 5-I62 

Companies, Depot (anlml) 
QuartemBster 

Training program ATP 10-232 

Con^anies, Electronic warfare 
Signal 

Training program Any 11-220 

Conpanles, Loudspeaker and leaflet 
Psychologloal varfare 

Training program ATP 33-301 

Colonies, Maintenance Cbase} 
Signal 

Training test AIT 
Companies, Reclanation and maintenance 
(semi -mobile) 
Quartermaster 

Training program ATP 10-211 

Companies, Reproduction 
Psychological warfare 
■ Training program ATP 33-301 

Colonies, Service 

Armored Cavalry regiment 

Training program ATP 17-252 

Companies, Signal 

Anjihlblous support brigade 

Training program ATP 11-203 

Companies, Smoke generator 

Chemical IM 3.50 

Companies, Support 
Signal 

Training program ATP ll-20lt 

Companies, Truck (an^hiblous ) (type B) 
Transportation, army or communications 
zone 

Training program ATP 55-201 

Consolidation organization 
Psychological varfare 

Training program ATP 33-301 

Construction operations 

Engineers FM 5-162 

Contaminated areas 

Marking FM 3-5 



Flame throwers 

Use; characteristics; capabilities 

GTA 23-1 

Flame varfare GTA 23-1 



Gases, War 

Eqployment; characteristics; t^es 

•JW 3-5 

Groups, Construction 
Engineers 

Organization; mission TK 5-162 



H 



Headquarters 

Engineer construction battalion 

Organization FM 5-l62 

Headquarters and headquarters batteries 
Antiaircraft Artillery brigade 

Training program ATP H-SOl 

Antiaircraft Artillery group 

Training program ATP kk-iOl 

Headquarters and headquarters coiqjanies 
Armor group 

Training program ATP 17-261 

Armored Cavalry regiment 

Training program ATP 17-251 

Badio broadcasting and leaflet group, 
Psychological varfare 
Training program ATP 33-301 

Signal base depot 

Training program ATP 11-210 

Headquarters and headquarters service 
coiii)any 

Engineer construction battalion 

Mission; organization FH 5-162 



Incendiaries 

Use; characteristics 



FM 3-5 



Detachments, Operations 
Antiaircraft Artillery 

Training program ATP 1(4-301 

Detachments, Badlo controlled airplane 

target 

Training program ATP Mf-200 



E 



ECU 

see Electronic counter-measures 
Electronic counter-measures 

Training objectives TC 22-I95U 

Engineer troop units 

Operations FM 5-6 



Fire control systems, AA 
M33 

Characteristics of equipment 

FM ltlt-33A 

Operation procedures FM it4-33A 

First sergeant-administrative (MOS 1585) 
Technical training ASiibJScd 12-102 



Jamglng (radio communications) 

Counter measures TC 22-1954 



Legal clerk (MOS 1279) 

Technical training ASubJSed 12-102 
Logistics 

Field service operations FM 100-10 



Military occupational specialties 
see Training, MOB technical 
Military personnel 
Administrative HOS 

Technical training ASubjScd 12-102 
Legal clerk MOS 

Technical training ASubJScd 12-102 
Military personnel (male) 

Basic combat training program 

ATP 21-lllt 

Misfires, Explosives 

Handling FM 5-25 

MOS technical training 

see Training, HOS technical 
Munitions, Chemical 

Requirement tables FM 3-5 
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Operations 

Engineer troop uxiltB FM 5-6 

Ordnance maintenance, Basic 

MOS technical training ASubJScd 9-102 
Organizations, Radio broadcasting 

Psychological warfare 

Training program ATP 33-301 



Radio communications 
Antijamming measures 

Badlologlcal agents 

En^loynent; characteristics 



TC 22-1954 



types 

FM 3-5 
Radiological warfare 

ResponsiljllltleB of organization and 



personnel 
Tactics; technique 
Retrograde movements 
Wlthdravsl 



FM 3-5 
FM 3-5 

FM 5-156 



Technical training, MOS 

see Training, MOS technical 
Training, Basic combat 

Male personnel, vlthout prior service 

ATP 21-lllt 

Training, MOS technical 

1279, Leepl clerk ASubjScd 12-102 

1502, Administrative HCO 

ASubjScd 12-102 
1585, First sergeant-administrative 

ASubJScd 12-102 
1821, Unit supply specialist 

ASubJScd 10-101 
4055, Clerk-general ASubJScd 12-102 
WOS, Clerk-typist ASubJSod 12-102 
Automotive training, technical 

ASubjSed 9-115 
Ordnance maintenance, Basic 

ASubJScd 9-102 

Troops: Engineer 

Mission; assignment; ei^ploymsnt FH 5-6 



U 



S 



Smoke screens 
Use 

Special operations 

Chemical, biological' 
warfare 
Specialist, Unit supply 

see Unit supply specialist 
Supply specialist. Unit 

see Unit simply specialist 



USSR 

Explosives: characteristics FM 5-25 
Unit supply specialist (MOS 1821) 
PM 3-5 Technical training ASubJScd 10-101 

Units, Construction 
and radiological Engineers 

FM 3-5 Mission; assignment FM 5-162 

Units, Psychological warfare 

Training program ATP 33-301 



Teams, Terminal service JE 
Truck squad (amphibious) 
Training program 



ATP 55-201 



EI OEillEB OF TSS SECBEEASX OF THE ABOC: 



OFFIOIAI.: 

JOHN A. KLEm, 
Major General, United States Army, 
The Adjutant General. 



M. B. RIDGWAY, 
General, United States Army, 
Chief of Staff. 



CISTRIBimON: 

Active Ani|y> NG, USAR: A 

TO be distributed to all units and headquarters down to and including coiH)anleB and 
batteries and to units and headquarters of comparable size. 
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